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Wildcats To Defend 
NCAA Title In Seattle 

By Dudley Saunders 

KentMcky'i afcwiwc mmm vn with okkiliomi A. &M.\ dt- 
(ewwc MMtcn tomorrow night in Sank lor the NCAA haiku 
l>;ill < lniiii|>ionslii|i. 



Language Conference 
To Begin Thursday 



The Wildcats will be after thcii"*^ 
.second consecutive NCAA title and 
their third national championship 
in four years. Hank Iba's Western 
NCAA champions are seeking their 
third NCAA crown. They won in 
1945 and 194C. 

This season Lhc Wildcats have 
won 32 and lost two, compared to 
A.A; M.'s 23-4 record. 

Tomorrow night's encounter will 
be only the third meeting in the 
history of the two schools. Ken- 



Robert Coffin, 
Bowdoin Poet, 
To Speak Here 



.Mr-mbers of lhc executive c ommittee of the Ilou .e President * c ouncil confer with Miss Virginia I». 
Kclln. adviser, about the Career Conference which begins April 5. They are (left to right I 
Bel^ While. Peggy Johnston. Margaret Wilson. Miss Kc.lo. Mailing: Barbara 
rin»e>. and Evelyn Crawford. The conference is sponsored annually by 



Robert Peter Tristram Coffin, po- 
et in residence at Bowdoin College. 
Brunswick, Maine, will be the sixth 
visiluig writer to appear at UK in 
the University's literary - dramatic 
tucky won the initial meeting in series. 

the consolation game of the 1944 His first lecture, "The Substance 
NIT. 45-29. Bob Kurland and Floyd of Poetry," will be given Tuesday 
Burdette. former Murray star and in Memorial Hall at 8 p.m. He will 
present Alabama coach, wire the speak Wednesday at the University 
Aggie stars, and Bob Brannum. Trainincr School Auditorium at S 
Jack Tingle and Jack Parkinson pjn. and Thursday in Quignol The- 
were the Kentucky standouts in ater at 3 p.m. 

those days. Coffin is well known throughout 

The Aggies won the second meet- the United States as a poet, author, 
ing. 37-31, in the 1946 Sugar Bowl, ilustrator. and teacher. He has 
Most of Kentucky's present crew taught at Bowdoin and Wells Col- 
was around then, as were several le 8 c for over two decades and has 
of this year's Aggie team. lectured at many other colleges and 

Thus, the championship clash will universities. 



" University Is Host 
To 3-Day Meeting 

Robert Peter Tristram Coffin, 
Poet in Residence at Bowdoin Col- 
lege, will deliver the opening lec- 
ture of the second University of 
Kentucky Foreign Language Con- 
ference to be held Thursday through 
Saturday. Mr Coffin will speak at 



(Continued on 



Seven > 



as a 



Vocational Information Conference To Be Held 
On Campus April 5-7; Federal Official To Talk 



Scholar before 



IU Nell Blair 

The Vocational Information Con- 
ference, originated primarily for the 
benefit ol freshman and sophomore 
woman uudents and sponsored by 
the dean of women's office and the 
House Presidents Council, will lie 
licld cm campus April 5-7. 

The conference, held for the pa^i 
lour years in conjunction with the 
Job Conference, is being held as a 
separate event this year to further 
aid the students in their choice of 
ic career and to give them the lat- 
est authoritative information in vo- 
cations 1 fields. 

Washington Woman To Speak 

Miss Frieda S Miller, director of 



ment of Labor in Washington. will_ 
be the principal speaker at the con- 
ference. Seventeen other persons 
have been scheduled to speak dur- 
ing the three day meeting. 

Miss Miller will address a spe- 
cial convocation opening Uic con- 
ference at 4 p.m. April 5 m Me- 
morial Hall. Her topic will be 
Women of the World Today.'' 
Vocational displays will be ex- 
hibited in the departments partici- 
pating in the conference. The theme 
will be "Jobs? Information. Please." 
Department heads and professors 
will hold individual conferences 
from April 5-12. 



Discussion groups will also be held 
from 4-C p.m. in the SUB. 
Purpose To Inform 

The main purpose will be to in- 
form the students of the training 
possibilities at the University in the 
fields which are represented in the 
conference. 

The fields to be discussed are pub- 
lic health, elementary education, 
journalism, medical technology, so- 
cial work, secretarial, personnel, 
music, physical education, art and 
architecture, nursing education, re- 
ligious education, secondary educa- 
tion, home economics, library sci- 
ence, speech 



Literary Series 
Features Talks 
By Sidney Cox 

Prol Sidney Cox, critic and teach- 
er of creative writing at Dartmouth 
College, will give two lectures on 



Tau Beta Pi Pledges Tapped 
(Gently) In Hammer Ceremony 



The New England educator has 
to Lexington under the spon- 
of Uic University literary- 
*ries His first lecture is 
for 3:30 p.m. in room 

ing at 7 30 pin BoUl lectures are 
to tin public. 




By Rosemary Hilling < 

The halts of Anderson Hall re- 
sounded with the penetrating bong 
of Uie Tau Beta Pi gong Monday. 
The mystery? Simply that the 
chapter of Kentucky Tau 
Pi association, honorary' en- 
gineering fraternity, has tapped 
forty pledges this week. 

of^interest throughout the 
Active members of Tau 
Pi. clad in cap and gown. in- 



searcli of their pledges. When the 
select one was discovered he was 
tapped c gently i with the wooden 
sledge hammer carried by the act- 
ive. Then he left the classroom 
with the active, who led him to 
the gong in the central study hall. 
The chosen pledge then "bonged 
the gong," and proudly wrote his 
name on the study hall blackboard 
as a Tau Beta Pi pledge 

Tapping Invades Classroom 
This is Uie first lime that the 
i Continued on Page Three) 



Guignol Selects 

Cast For Play 

By Hart, Kaufman 

A complete cast has been select- 
ed for the coming Ouignol produc- 
tion. "George Washington Slept 
Here." a comedy by Moss Hart uid 
George Kaufman. A tentative own- 
ing date of May 2 has been net, ac- 
cording to Wallace Briggs, iirector. 

The play is built around the pur- 
chase of a farm house in Connecti- 
cut by Newton and Annabellc Fuller, 
sophisticated New Yorkers. It is a 
very special house, however, 
George Washington 
there." Neither lead has 
on a farm and their 
make up the comedy hit. 

The cast is as follows: 

Annabellc Fuller, Florence Scott, 
Lexington; Newton Fuller. Wallace 
Briggs. director of Guignol; Mr. 
Kiinbcr, Harry Stanton, student; 
Madge Fuller. Margaret Larkln, stu- 
dent; Steve Qdcndsc, Joe Knight, 
.student; Katie. Ruby Evans Hart, 
extension department; Mrs. Douglas. 
Maxine Perrine. Margaret L King 
Library; Clayton Evans, Joseph 
Dress, student. 

Rena Leslie. Eleanor Cram. Lex- 
ington; Hester, Jane Lee Forrest/ 
horticulture department; Raymond, 
Grady Sellards. Lexington school 
student; Uncle Stanley. Ed Henry. 
Transylvania student; Leggett Fra- 
zcr. Jack Money, student; Tommy 
Hughes. Jack Rice, student; Sue 
Barrmgton. Diann McKaig. stu- 
dent; Miss Wilcox. Marian Honev- 
wcll. student; and Mr. Prcscott, 
Jewell Doyle. Lexington. 



to 

of Arts s 



I and 
in 
Na- 
Let- 



won the 
1936 He was 
tional 
ters in 

Coffin is the author of 35 books 
covering a range of subjects from 
the life of Archbishop Laud to a 
volume of ballads. His revised and 
enlarged "Collected Poems" is on 
sale at the Campus Bookstore. 
Illustrates Own Books 
He also illustrates his own books 
and is bringing to Lexington Uic 
manuscript of a new volume with 
drawings. Dr. Herman E. Spivey. 
head ot the English department, 
relates having seen Coffin auto- 
graph a book for a friend illustrat- 
some poems in the volume with 
and caricatures, 
in is especially noted for his 
of life in Maine, his home 
in l C. Knight, pro - 
lessor of American literature, dc- 
Ts poetry as being "bal- 
lad-like in form, spirit and matter, 
although his outlook is on the whole 
optimistic and lacking in the irony 
of another poet of Maine life, Ed- 
win Arlington Robinson." 
"Affection For t'omomn Man" 
Dr. Knight also said that Coffin 
has a "rather confident and appre- 
ciative view of American democracy 

man." 

Dr. Spivey adds that Coffin "is 
enc of the jollicst and liveliest poets 
I have ever heard and is especially 
. well acquainted with college life 
because of his many college affilia- 
tions." 

Following his lecture Tuesday the 
English department will give a re- 
ception in his honor in the 
Economics Building. The 
and Uic reception will be open to 
the public. ^ 





Above is a recent portrait of Robert P Trissram < offiii. noted poet 
who will deliver the first address of the Language tonference here 




SGA Balloting 
Set For April 12 

Vacancies in the Student Govern- 
ment Association assembly win be 
tilled at an election scheduled for 

April 12. 

Qualifications for SGA member- 
ship are a 1.3 accumulative stand- 
ing and one semester's residency. 
Applications may be made at Uic 
registrars office. 

Vacancies to be filled by the re- 
spective colleges are as follows: 
Sciences— three 
three i^ppc 



•ol Hall Movie: 



starring 
Wooly and Graclc Fields, 
will be shown at Memorial Hall 
March 29-30 The first show Will 
begin at 7 pm. and the second dt 
« :34 p m 



The theme for this year's con- 
ference is "Foreign Languages in 
Democratic Education." 

Over 100 persons from 23 states 
and Canada will participate in the 
three day lectures and sessions. 

the department of philosophy at 
the University of Kentucky, will 
present the annual Arts and Sci- 
ences Distinguished Professor Lec- 
ture at 7:4a pm. Thursday in Me- 
morial Hall in connection wit", 
conference His lecture will be "Cre- 
ativity in Nature and in Man ' 

The third lecture will be given 
at 9 a m. Friday, by Dr. Wal er V. 
Kaulfcrs. professor of education 
and specialist in foreign languages 
curricula at the University of Il- 
linois Dr Kaulfers. who will speait 
on "Nothing Today Is Foreign. ' >i 
one ol the outstanding men in the" 
3eld of teaching of foreign lan- 
guages, according to Dr. J. W. D. 
Skiles. head of the ancient lan- 
guages department and director of 
he conference. 

Lectures Scheduled 
Lectures also will be given at 14 
a.m. Friday in Memorial Hall and 
at 7:45 pin Friday in the SUB. 

Other lectures include Dr. Eu- 
,*ne A. Nida of the American Bible 
Society. Dr M Blakemore Evans, 
professor emeritus of German. Ohio 
State Universtty. and lecturer in 
German. Capital University; Prof. 



woman, one 

class woman, and one 
tivc at large man or 



Henry Elected 
YWCA President 




tatives at large. 
Voting machines will be used in 
,nd all 

to vote. 



was voted pre.i- 
of the campus YWCA at Uie 
elections Wednesday 
The losing candidate for the pres- 
idency, Dorothy Doyle, became the 
new vice president. 

Others officers arc Juanitia Vn- 
lette. who won over Eloi.se Ewbank 
for secretary, and Jo Daugherty. 
who defeated Kathy Bamelt for 
treasurer. 

Miss Henry, an arts and sciences 
junior, has served as program 
chairman and social chairman of 
the YW. She has been a 
of the Interfaith 
Club. Chi Delta Phi literary 
ary. Cwens leadership honorary, 



honorary 



St. Louis. 

folk singer. Lex- 

in Latin-Amwican affair... 
University of Kentucky. 

In addition to the main lectures, 
about an short speeches will be giv- 
en ui smaller groups, by persons par- 
ticipating in the conference from 
the various states and Canada. 
Sections \nnocanreti 
The speeches have been divided 
into the following sections 
Fridav. 1:3* a.m.. Fraxee Hall 
Classical languages, room 106 
German, room 204 
Romance languages, room 202 
Comparative literature, room 2" I 
Biblical and 
room 302 
Saturday. • 
Classical 




Delta Tau Delta And Alpha Xi Delta Win First Place Awards In Annual All-Campus Sing 

: ! a. . ! a. w_ n i_ a. " 




By Jo Davis 

IX-lla Ian De.m was awarded the Mu A 'P' la " Mortar Board, and Omi 



cron Delta Kappa. 
Participating groups in the men's 



cup in the men's division of the an 
rual All-Campus o.ng for the 

eleventh time Wednesday night in dlvlslon the order of their on- 
Mr.noriai H a ii nn,i tinh. vi rv»n^ Binal appearance included Phi 



Memorial Hall, and Alpha Xi Delta 
took first place in the woman's di- 
vision. Sigma Nu and Alpha Delta 
Pi were runners-up in the mens 
and women's divisions, respectively. 
Preliminary competition was con- 



ginai appear 
Sigma Kappa. Kappa Alpha. Sigma 
Alpha Epsilon, Kappa Sigma. Sig- 
ma Nu. Delta Tau Delta. Lambda 
Chi Alpha, and Sigma Phi Epsilon. 
Participants in the Women's divi- 



ducted Monday and Tuesday nights slon ln tnc ordcr of original a P" 
to determine participants in Uic Pe ara nce m the preliminaries Tues- 
fmal judging. In addition to the d8y nl 8 nl wcrc Dclta Uclta Deltl '' 
lour groups mentioned above. Sig- Peterson Hall, Chi Omega. K»PP ; i 
ma Alpha Epsilon and Lambda Chi Ka P na Gamma. Alpha Gamma Del- 

ta. Alpha Delta Pi, Kappa Dclta 



Al|>ha wcrc selected from Uic mens 
groups; and Delta Zeta and Chi 
Omega wcrc chosen from Uic 
women's groups. 

Dclta Tau Delta, directed by Jack 
Fcicrabcnd. sang "Jonah Had a 
Whale of a Time in a Whale," 



Alpha Xi Delta. Kappa Alpha 
Thcta, Boyd Hall. Zcta Tau Alpha. 
Jewell Hall, and Delta Zcta. 
Big Crowds Attend 

Capacity or mar-capacity aud- 
iences attended the performances all 
Delta Shelter." and "Hallelujah ,hree Generous applause, led 

Amen' .Handel", to win first lion- bv contingents *>I the ?ompctmg 
ors in the men's division. Alpha sroups. seated in the audience, was 
Xi Dclta. directed by Charlotte awartled each eroup of selections. 
Watson, sang "Quest." and "Blue Competitive feeling ran high, and 
Moon" to win the women's divi- thc announcement of each night's ' 
s i OH- winners was greeted with enthusi- 

Dclts Won Last Vear 1 Hslic cheers and screams. 

Delta Tau Delta also won Uic ! A much smaller percentage of 
men s cup last year, while Jewell me "' ; > groups than women's groups 
Hall won thc women's cup. The entered the contest, but it was agreed 
Jewell Hall group was eliminated bv " ,ost °' the audience that the 
Tuesday night m this year's com- mens ' groups were uniformly above 
petition. average , 

The time limit for each group's J*"! WCrC mr " lbcrs of ° mit:ro " 
performance was eight minutes, in- , OcR» Kappa and Mortar Board, 
eluding getting on and off thc stage 



Women's organizations wore for 
mals. while dress was optional in 
thc male groups. 



Mary Lvclyn Rose, song leader f 
sli<-ets while friends crowd around 

lliirteciilli annual All-Campus Sing. 



Alpha Xi's i center above) looks 



over the judge 
to 



s rating 
for thc 



Judges for the final event were 
Eudora South. Frankfort; George 
Anders. Georgetown; and Dr. Rich- 
ard Warner. Berea. 



The Sigma Nu's. runncrs-up in the 
men's division, were directed by Ted 
Haley. They sang "White Star of 
Sigma Nu," "O Bone Jcsu." by Pal- 
cstrina. and the French national 
anthem, "La Marsaillaise." 

Runners-up in the woman's div- 
ision, thc Alpha Delta Pi's, sang 
"You'll Never Walk Alone." and 




The annual All-Campus Sing is "Sourwood Mountain." They were 
sponsored Jointly by Phi Beta, Phi | directed by Mary Montague. 



Dr. Edwin E. Stein, head of the music department, presents cups to thc winners 
Campus Sing. (Left to right) songleaders Mary Montague. Alpha Dclta Pi. Mary l\ 
Delta, Jack Feierabeud, Delta Tau Delta, and Ted Haley. Sigma Nu, represent their 



of the annual Ml 
el>n Ruse, Alpha \i 
groups. 
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Saunders .... Associate Sports Editor* 

Reporters: Jobie Anderson. Robert r\ 
Olarick, Temple Cole Joanne 
Davis, Earl Conn, Yolande Coulter, 
Hea Kreedman. Nancy Cask in, 
Prancis Hellard, Rosemary HillinK. 
l.i-oiianl Kernen. Marilyn Kilgus. 
Henry Maloney, Bill Mansfield, 
Melvin Mitchell. Dorothy Neal, 

Kenny Wood. Bob Smith, Otis Per- 
kins. Ed Tackctt. Ann Tracy, Bar- 
bara Ann Warren, Jane Webb, 



Alas, No *ig Welcome 

fm mm u<vks last i|arifiK cvcnlfc were reralloil :is h.ip|M-iiin<; 
mi aftei ' l'!u pa I lit i<:im (..inn Home." in <;i|tiul lei 
1 mh< i liL< " I In- V i <>l H.ill( \'s Coma" or "The Siimnici 
Ol IJk LKM FUfMt" ui something. The »t ltome home ;ilfaii 
atevetoped into ,i iliy Iran i rlcbruiion of momentous |irr>|x>r- 
turns.. MM Mo V ionjou. u l»y those |u<ky eniiRh to have 
Ml I ii BM1 in it. 

I MartUMKciy, n'a tr.ivelinpj schedule doesn't per 

MM sin Ii a "W'ikli 'i( V>i'ic" this year. To replate ii. a "Wild 
Ml AppiM iaiion \ ' has heen set for a week from Monday, 
to Iioik.i a icmbi ilia' in tout vcats has given lite University and 
Lexington more pri lu, than dozens of pnblii relations offices 
ami (handlers ol oiiiiuckc tonlil have pulled out of the hat. 

Sia»cd l>\ a <;r<iup ol hard-working townspeople, the day has 
all IMS caiuiaiks ol aiiotln r notable event. And students tan 
siill avdroMK iln Cats • acn they get into town Sunday night. 
• Km is still - u. as il there'll be something missing-you 
MMad call it a k stive air, or something similar — that definitely 
was present last seat. 

Choruses Cou/<f Do Own Work 

I he All Campus Sn •« has turned into one of the campus 
evi-nis most looked lonvard to in the spring. It gives listening 
plBMure to hundreds and the pleasure of group singing to hun- 
dreds of students w! <, might otherwise not get the oppoiumitx 
for it. 

But there is one t! ,; ug that the sponsoring groups - ODK. 

Mortar iloiid. i !ii Mu Aij./i and Phi Beta -could do to make 
in vi yem'i etCMJ i MM HUriLHiaM, from a OMMJMtitfce siainlpoini. 
Iln \ owld pun NMtJMi (Ni the professional help received 

In til* omucting . mix- and ihey could try to make ibis limi- 
Mtion sii«k. 

I he use of pi . sional n iiing handicaps those groii|>s that 
dun t ha\e a s\ rci" of financial support, ft puts a premium tin 
MigHMlit] and hi -! work l \ the competing groups themselves. 
Ii uiiscs the MMHMH u break down into something like a 
(otitest to sc? rkich j.Moi sional director can turn out the Ix-st 
il. irus out Ekl Ae raw MMBMft) thai hires him. 

Ouisidi ht lp is w up pmei to f>c forbidden in other OMafMi 
ptxajects. sin Ii as the M. v ' ij floats, and many giou|>s don't use 
ii in the sing. Checking Sessional coaihing iu the All Campus 
sin-; would pfahOE MM ponsibility on the individual gioups 
an.i MM eiuplias \ 0* II i abilities, rather than on the talent 
ol ilieii direi kn s. 




Letters 



Dear Editor: 

Of all the disgusting things!!! 

I have checked up on the identity 
of the, "students who wrote the let- 
ter to you last week about "hop- 
scotch tournaments'' and find that 
they are seniors in journalism! 

What is the University coming 
to when seniors in journalism m- 
oulge in such childism shenani- 
gans? 

Imagine! These two students 
should be worrying about the.r 
forthcoming comprehensive^ in- 
stead of dawdling away their time 
with thoughts of childish sports. 

If two seniors in economics or 



doesn't he bring his own coke so' we 
can have a party? 

Thirdly, we were extremely shcr- 
of experienced help this year, and 
would have welcomed any su^e»- 
tions in order to publish a biu^c 
and better Kentuckian. 

Fourthly, the annual has been at 
the printers for a month, and we 
are thankful that we could work M 
the durn thing in such crowded 
quarters. This is for your infonnn- 
tion. Mr. Apley 

Your for a bigger and bett< r 
Kylan. 

STAFF MEMBER 



a kindergarten or a nut 

Do we want the intellectual tone 
of our University drug to a new- 
low? Do we want hopscotch -ourts. 
on the floor of our new fleluhou.se? 
Do we want low grade morons run- 
ning loose on our campus? To a!i 
these questions, we answer an em- 
phatic NO! 

We advocate immediate expulsion 
..f these two 



ANTT- 
HOSCOTCHERS 



Dear Editor: 

Some people would do* anything 
to get their picture in the paper. 
I refer to the picture of those four 
pseudo-students standing ui fcoiir 
if the Ouignol Theater in fur coats 
that came out in last week s pa- 
per. 

I wouldsV t oe surprised if 
didnt try to | 
when the play 
Slept Here comes to the Gingnol 





Cwkiira 5 ' With 



The University of New Mexico at 
Albuquerque. N. M., allows no dis- 
crimination in its social fraterni- 
ties. According to the dean of men 
the ruling says that "No new fra- 
ternity with a <liscrim|naU>i-y clause 
in Us MMIituUon win be allowed 



From the New Mexico Lobo, 
found a "let the grass grow' 
paign. Signs have 
all over the 
Keep the Grass 

and Ouch! Don't Ruin the Oay 
Young Blades " 

• • • 

Coed quip overheard at a mod- 
ern dance recital: "I just love >nat 
blond He has legs just 
in Zoology Lab!" 

• • * 

A sociology student came up with 
this choice answer on a recent 
quiz: Delinquent children are those 

who have reached the age when 
they want to do what papa and 
mama are doing.— LSU Daily Rev- 
eille. 

• • * 

" 'Hell Week' at Indiana State 
Teachers College, Terre Haute, pro- 
vided some squealing antics for one 
pledite who was ordered to 'purloin' 
a pig. Buchshot halted his mission, 
which would have come off if only 
somebody hadn't squealed. 

"A Valparaiso College visitor weh 
•Count Ivan Weherdenof." the Rus- 
sian consulate in Washington, who 
claimed that the Russians invented 
heat Blinkenoff Fahrenheit an1 
his assistant Centigrade are now 
getting hundreds of degrees from 
Russian universities, he said."— I. ft 

Daily Student. 

, • • • 

A city and a chorus girl 

Are much alike 'tis true; 

A city is built with outskirts. 

A t horns Rirl* is. too. 

— Clemson 



art artist said. "Instead, they ask 
their girl friends, and no girl would 
tell even her best friend how to bag 
■ mink coat. So, they tell each 
other to get thin, when all the lime 
we like em chubby - 
One man can't understand why 
women spend 'dollars and hours 
putting paint on their faces and 
taking pounds off their hips. v. hen 
no really dis- 
lotices a girl 
from the neck up. if the rest of 
her landscape is interesting." 

Pilot to Control Tower: "Ceilira 
and visibility zero, my engire is 
missing, my wheels won't come 
down, and I'm out of gas — What 
should I do?" 
Control Tower to Pilot, (a\c- 
pausei: "Repeat after me. 
Father who art in Heaven. ." 



had written the letter. I 
would have thought nothing of it. 

But that two of my colleagues 
should stoop so low is abominable: 

I recommend that the head of 
the journalism department give 
each of these students a special 
thesis to write before graduation 
so that they may occupy thei.- 
minds with higher thoughts. 
Disgustedly, 

ANOTHER JOURNALISM 
SENIOR 

Dear Editor: 

We geology majors wish to ex- 
tend an invitation to the officials 
of the University of Kentui ky to 
visit the Miller Hall geology libia.y 
and mineralogy laboratory any 
evening. We must do close won 
late at night with material that 
cannot be 
We are sure 



Dear Editor: 

The letter appearing in the K<-.- 
nel last week about starting ■ ' 'hop- 
scotch" tournament here is ;li- 
moat stupid, outlandish, atrocious 
thing wje've read in your paper .-o 
far. Who are these two jerks wii i 
believe that hopscotch will bu'ul 
up muscles and help draw straight 
lines? Do they suck lollipops in 
class, and wear pinafores Mat atel 
pants? t 

The mental stature of these two 
retarded adolescents should be put 
to the test, and they should b» 
placed in an institution moi- >ii 
keeping with their states of mind 



FORD-U-DRIVEIT 

Special Rates On Trips 



and 

New Trucks for 



263 E. Short 



Phone 648 



lighting. 

your million on a new field- 
fences, and stadium, but 
a few hundred for ade<mal<- 
lighting in Miller Hall too! 

COUSIN WEAKEYES 




Dorm L at the University of 
Maryland had three little puppies 
as mascots. The boy in charge of 
the puppies said they were getting 
to be good watch dogs, too — all 
he had to do when he heard a sus- 
picious noise at night was to wake 
them up and they'd start barking. 

The only trouble Is that some 
people complained about the pups 
to the dormitory manager. It seems 
that the mascots are kept in the 
boiler room, where the boys hang 
their wet laundry, and their clothes 
are beginning to have that "es- 
sence of puppies" smell. That's too 
bad. because now the puppies have 
to leave." 



Dear Editor: 

The Honorable Early Gorge Ap- 
ley, who wTOte that cynical letter 
concerning the Kentuckian last 
week, is obviously a schmoe. If 
only he could "fall" in the Kyian 
office some day when the staff is 
at work he could be bitterly disap- 
pointed to see that we actually do 
work. 

In the first place, he should have 
enough sense to spell his name 
"Gorge" instead of "George" if he 
wants it spelled correctly in the an- 
nual. 

Secondly, if he thinks all we do 

is drink cokes and converse, why 



Film Lett Before 
10 A.AtV 
Ready Some Day At 

y.MICHAELS 

129 W. 



Serving 

Tradilinnnlly 



KENTUCKY FOOD 



The Lexington Room 



THE KENTUCKIAN HOTEL 

I ,-vh-o, 11:45 — 2:00 Mft- 
MM 5 30 — 8 30 P.M. 



"Nicer but not so Expensive' 



^^Votch ond Jewelry 

Repairing 
• All Work Guaranteed • 

Tiny's Jewelery Shop 

1 09 N. Lime 
"Twenty steps from Main" 



SA.E. 
COB MAYES 
Selects 

INDIVIDUALLY TAILORED SUI" 



How's Thof Again? 

All pea i; Star OMMMJ papers hme been romtwnt 

in^ tlMrtiriH) on ilu ':• k of (.iIi'Imt '*( Kentucky's iMMMMil 
■fMOMMM ami init.hi. £ Mating that UK hadn't seen anything 
until ii had met a Dig Nine l»ijr dog. 

0MMH \» | iMlMMt Ml .vr on thai subject this week. 

Veterans May Co vcr 
Insurance In Sis Ways 

Veterans who ut-h to convert 
their national service Mi .nsur- 
-.•<■ may now do so and;-.' :ny one 
"I -sit permanent plans. h'coMMJ 
to :i recent Veterans Ac... liils'ja- 
HM release. 

1> lure convei-t :r.£ the policy, 
Mi»-st iMMiits sliou! '• rur.'idcrrJ 

ill The insurant**' nr.: • ly oo<. eit- 
ed in anioin.' - ""TOO M 

Mu m*, in in: !» -300. 

<2< If Die veteran I Ml t" eon- 
i'-r only pail >, his l;..»ur- 
MMti he MM iiinut 'Ve re- 
mainder on a f . nasis. 

VA insurance official . ii*> point 
Ml MM veterans now pa.ving pre- 



"American women are getting so 
skinny that there's hardly a dan- 
gerous curve left in the U. S. A.," 
according to an article in the Uni- 
versity of Maryland Diamondback 

"The fad for dieting has reduced 
sex appeal appallingly. . and heav- 
en -knows who likes to cuddle up 
with a cute little bag of bones." 

"It never occurs to a woman to 
ask n man what sort of women men 
like." Al Morre, magazine leg- 





Two tln'ttgs every 
college man, should know! 



either term or permanent plan 1 
- Hii change to a quarterly, semi-an- 
nual, or annual payment schedule 



Try Kernel Want Ads! 



Ey« 



DR. H. H. FINE 

IMF NMM1MM 



124 

Complete Optical Service 
Prescriptions Filled 




1.77iis iiu /V.-W.i/. "' 
tUinu tnorv «h»»J. UiiA.-s no tame* h/xmiI 
in tiomrt. UllUlU? enrourujtrd 



Jo take .til*. /.iAfs to flex /..s h»"H> 

in u " ImmmmmT M i mMrt . 



I'tiuni 



M 



Breakfast 

Luncheons 

Ala Cor c Specials 



Giant Hamburgers 
Steak SnndwicHe* 

WE HAVE POPULAR 

budge i pr; 
FOR STUDfeisiTS 

Complete Line of Sundries 
H ol I iifos wort It ^ifidy 

We'll Meet tm At 



T^orc 

High & ''loo. ct 



contains Viratol 



works wonders in the 
looks of your hair. 
It looks natural . . . 
it feels natural. . . 
and it stays in 
place ! Try a bottle. 




•TA/i M*M< MMWM r«« MM*.../ 
M* **' m pUt, u mS t^MK / 




Mutts y&uJv 






/Hir/i/iirf. 



' M <1 " Mttnhilttin 
Iah*ts anuUnn\ with in v. 

I.ifllttiifiuhl /ovoii «<i/«i/i/i/te. 
f M 'I it M^MM 
) Mir < MMi uj MM0 I 

CAMPUS FAVORITE 



new Vaseline creum liair tonic 




THE MANHAITAN SHIRT COMPANY 




/,'fl/CS tasle in ihthiiijr hits always hern exrrllrnt. >»i *//ii»^'. hr 
mmcM tM \\ \M TO\\f \si RV Mm PH imf ttti i Haptamt/H 

Irish Iwffd h')inr\fiun. 

The mxtlrl H ihf pmfmkm natural Ihrrr button ut, k <<.nt. th,- l,ij» h 
mil hrlwrrn thr t»\> and sr,,»td huttim. the l,n, k is i/iw» ? A/ <tml fMMJ 
M a PttJ l%M MM MM )'"»' »" *HT • ' '" ''" ' 

m§m i. 

• YOU TOO, MAY ENJOY WEARING INDIVIDUALLY 

• TAILORED GARMENTS STYLED EXACTLY AS YOU 
DESIRE 

• YOU WILL BE PERFECTLY MEASURED AND F ITTED 
DY MR MANZI. 

SPORT COATS from $35 00 

SUITS from "52 50 



1 



Cap*. ss*^ 



lg« V lit CO. 



.A: .- ••• 
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Language Conference 

(Continued rrom Pace One) 

Biblical and patristic languages, 
room 302 

Romance languages cOuigiml 
D. 



Spanish Play i'lanneil 

A one-act play in Spanish will be 
presented by Georgetown College at 
3:30 p.m. Saturday in the College of 
Education auditorium. The play by 
Cervantes. ' Burlas y Veras." has 
been modernized by Carlos Garcia- 
Prada. 

Subscription dinners have Ix-cn 
planned for 6 p.m. Friday and 12:45 
p.m. Saturday in the 8UB. lectures 
will follow the dinners. 

Dr. Skills has announced that 
anyone who wants a printed pro- 
gram of the conference can obtain 
it from the department of ancient 
languages in Frazee Hall. 

Dr. A. E. Bigge. head of the de- 
portment of German language and 
literature, and Dr. Hobarl ftyland. 
head of the department ol romance 
languages, are serving as MHMt 
of the conference. 



■MM leaving the Quadrangle are three new pledges of Tau Beta Pi. 
hmiorarv engineering fraternity i Left to right i hrnest ( •tiller. Koy 
* ( olr. .md Koberl Juhnsun wear iivcrsi/cd I ail Iteta Pi keys and carry 
sletlce hailllllers . . 
after iilrdging. 



Tau Beta Pi 

(Continued from Page Onet 
tapping ceremony had invaded the 
classroom. The exercise was pre- 
viously held the general engi- 
neering assemblies. Actives of Tau 
Beta Pi then went through the 
tapping their pledges, who 
led lo the stage and ^ntro- 



The 40 pledges must now go 
through a week of pledge training. 
XJuring this time they must carry 
a ten pound sledge hammer with 
theni constantly. They must also 
wear an 8-inch aluminum facsimile 
of the Tau Beta Pi "bent" or key 
The sledge hammer m u s e be 
wrapped with green ribbon. It is 
rumored that this is to honor St. 
Pat. the engineers' patron. 

Secret initiation ceremonies will 
lie held on March 28 in the Lafay- 
ette Hotel 

A Tau Beta Pi candidate must 
liavc a 2 standing, and be a mem- 
ber of the junior or senior classes. 
He must have ' breadth of interest 
both inside and outside of engineer 
ing' 



Jim Line. UK 
liad Uie distinction of being 
"tupped" by a telegram instead of 
■ sledge hammer He was in New 
York with the Wildcats playing 
f«r the NCAA tournament when 
lapping occurred. 

Pledges are W. P. Lawson. R. L 
ftiilelte. P. Murray. W. F. Baxter. 
J M. Elliot. C. R. Th*obald. W T. 
Ruljertson. J. R Harbinson. R A 
Wharton. E L. Foster. H. Heineke. 
R U Kimberly. E. U Coulter. F. R. 
Hdwards. C. Brashear. H. L. Wash- 
Uini. E. T. Lee. R. L Cole. R C 
Johnson. L W. Dawson. P. H 
Thrclkeld. W. G Kappa. F. C Cur- 
tis. E George. D. Pruden. T. Deen. 
A R MMMOB, M M McEuen. M. V. 
Johnson. J. R. Line. W. E. Endicott. 
G Weatherspoon. H. D Jackson. C 
H Stewart J. E. DLstler O R Sher- 
man. A. H Caudill. E N. King. S 
McKnight. and V L Moore 



Tau Ilela Pi was founded at lie- 
high University. Bethlehem. Pa . in 
188a for engineering students. The 
fraternity was organized to rival 
Phi Bet.n Kappa, arts and sciences 
honouiry which does not accept 
• ngineers. Kentucky Al|>ha was es- 
taLlished locally in 1902 



Sciences Society 

Caf c MomKnrchin 

«»ti3 mcuiucianip 

Deadline Aoril 15 

Sigma Ganuna Epsilon. recogni- 
tion society for students in geol- 
ogy, mining, and metallurgy, an- 
nounced this week that anyone in- 
terested in becoming a member 
should apply before April IS. 

The general requirements for 
membership specify that a student 
must have an overall standing of 
1.66 and a 2.0 standing in the stu- 
dent's science major for the past 
two semesters. "The applicant must 
have a minimum of 11 semester 
hours in an earth science. 

Sigma Gamma Epsilon has as its 
purposes the scholastic, scientific, 
and social advancement of its mem- 
bers, the extension of relations of 
friendship and assistance between 
the universities and scientific, 
schools with 
in the United 
and is devoted to the 
of the earth sciences. 

Those who are interested in be- 
coming members, and who meet the 
qualifications, should apply in room 
5A in Miller Hall. 

Leadership Society 
To Fill Vacancies 

Eight vacancies now exist in 
Lamp and Cross, senior men's lead- 
ership society, according to Don 
Robinson, president. Applications 
for the vacancies are now being 
accepted. 

Application blanks may be picked 
up at the office of the dean of men. 
Administration Building. Deadline 
for the entries is April .4 

Membership requirements are a 
1.5 standing for students who are 



at the present time. 

No Dublicate Bridge 
Scheduled This Week 



Art Exhibit Contains 
Work Of UK Students 

Beverly Davis, Cecil Thrasher Jr.. 
r.nd Maurice Warner, students in 
the art department, are represented 
in the exhibition of works of college 
students in the Southeastern area, 
held in connection with the regional 
meeting of the Art Association in 
Louisville, yesterday and today. 

Prof. Edward Rannells. head of 
the department of irt. and Clifford 
Amyx. Dord Fitz. and Ann Green, 
assistant professors in the art de- 
partment, are representing the Uni- 
versity in the Art Association re- 
gional meeting. 

Try Kernel Want Ads 



Trustees Accept 
$10,000 In Gifts 

The University of Kentucky nc 
.■cpted gifts and scholarship award: 
totaling $10,275 at a meeting of the 
t K executive committee of the 
Board of Trustees Saturday. 

Gifts include $100 from Jonas 
Weil. la-xiiigton, for the Jonas Weil 
Memorial Award for 1949. to be 
given to a senior in agriculture *ho 
has been in residence at UK for his 
entire college career and has the 
highest accumulative standing: 
UN from the General Education 
Board. New York City, including 
$1500 for a workshop to improve 
leadership at the elementary level, 
anil $10(10 tor a workshop for train- 
ing .j-hiMil librarians. 

The Agriculture Exjieriment Sta- 
tion mined $!>IMI from the Pacific 
i n.,. ! Borax Company for use in 
count vi .on with tests of response of 
airalfa to boron; and $4000 from 'he 
Itoljeit Gould Itesearch Foundation. 
Cincinnati, for use in a project for 
improved conception in Kentucky 
purebred ewes. 

They also received $1500 from the 
American Seed Trade Association, 
lor ml in red clover and allalfa 
seed production in Kentucky and 
$1125 rrom Swift and Company. Chi- 
cago, for carrying on work in cream 
'railing and cream improvement. 

Scholarship awards received were 
$50 from Yeager. Ford, and Warren. 
Louisville accounting firm, to be 
given an outstanding accounting 
student in the College of Commerce; 
two $100 scholarships from the Time 
Finance Company. Louisville, for 
outstanding students in the College 
of Commerce: and $300 from ihe 
Union Light. Heat and Power Com- 
pany, for a tuition scholarship to a 
freshman entering the University as 
a graduate of a Kenton or Campbell 
County Mgh school. 



WSSF Contributions 
Reach $1977 Mark 

Total contributions for the World 
Student Service Fund have reached | 
$1977 12. Miss Margaret Wilson, nec- 1 
. retary of the YWCA. has announced 
Students have contributed $1512 33 

the faculty and staff have donated 1 
$233 50. and the proceeds from the 
Barter Theater pln>. 'Arms and the 
Man." totaled $241 29. 

Late contributions are still feeing 
sent to the fund. Miss Wilson Mated 



UK Team Figures 
In Bridge Tourney 

Results from the 1949 National 
Intercollegiate Bridge Tournament 
show that UK has the only team 
to have two couples play in Ihe 
Soul hern Zone linals. 

W B McMiillin and D J. Mason 
placed tilth, and Raymond K. Cou- 
ncil and Roy A. Wallace placed 
eighth in flie Southern Zone. 



Louisville Firm 
Submits Low Bid 

Lowest base bid on the construc- 
tion of a new service building at the 
University is $733,000 submitted by 
the George H. Rommel Company 
of Louisville. Frank Peterson, comp- 
troller, announced this week. 

Five other contractor also suli- 
milted bids. 

The service building bids and two 
other bids on the construction of 
an addition to McU-an Stadium 
were i oilsidered at a meeting of the 
executive committee of the Hoard of 
Trustees this week. Peterson said, 
but final action will not be taken 
until April 5. 

Tentative plans Tor the service 
I milling stale I hat Ihe building will 
be erected at the intersection of 8. 
Upper and South Limestone Slreei 

Low bid on the stadium addition, 
which includes construction of ap 
proximately 4000 seals on the soulh 
side and a new pres.. box. was" sub- 
mitted by the Perkins t'otnpaiu ol 
Frankfort which bid $291. 400 



I I in .rt m%J Ca^IaIu 

i-irernry jotieiy 

| LJaMAV PilitAffCAN 

i o nonor rarrer5un 




• Elfin 

• Hamilton 

• Benrus 

• Kill. .u 



JEWELERS 

ROBERT'S 

105 Eosf Main 

• Waltham 

• I "mini s 

• Wittnauer 

0 I. Mil II 




• Krelslcr Bands 

• Speldell Bands 

• I nhi ntnn Rings 

• Kramer Jewelry 



Student Charge Accounts 
Always Welcome 



We're Very Happy 

to Announce - - 



Qm Studio received 
an 

Award of Merit 
Cup 

. . . from tlif Kentnrty Photographers Association. The Awor.l 
wo* presented to Mrs R. J. Long, photographer for ihe Ken 
tuckian 14 years, lor a portrait ol Alicia Gombo 

Alicia's portrait was jn<lgeil on Ihe basis ol expression, pose, 

cirarcluloev., on.l color. 



LAFAYETTE STUDIO 



An oratorical contest and tea will 
be held to celebrate the birthday 
anniversary of the late President 
Jame: K Patterson by the UK Tat- 
terson Literary Society Saturday at 
• pin. at Guignol Theater. 

'Hie mutest is held every five 
years as authorized in Patterson's 
will A bequest was set aside to pro- 
vide prizes for ihe winners. 

All facidtv and staff 
their wives and guests s 

to attend. 

SDA To Elect Officers 

The Students for riemocratic Ac- 
tion will elect officers Thursday in 
the SUH at h pm. according to 
President Kay Robinson. 

Attempts to renrganite the club 
will he made at lias meeting Mem- 
bci are students interested in pro- 
ve political action. 



All-Campus Party 

T» ii a a a TllACilrtV 

i u meet i utMi iv 

The All-Campus Party will meet 
at 7 p.m.. Tuesday in the SL'B. ac- 
cording to Jamer. Eddleman. ACP 
.-hairman He said the object of thv 
meeting will be to :nake plans for 
•he coming KG A election and asr.e.| 
that All .students who believe SC. A 
should oe made into an active force 



of a 



take part 



"IT'S AN OLD 
LEXINGTON 
CUSTOM'' 




141 N Lime 



6271 




R 0 Mcl eon 



Hey YOUth! 

The BROADWAY 
CHRISTIAN CHURCH 

Invites You To 

ATTEND 
THESE SERVICES 



Next 



f jrlv Worship Servk* 

Sermon "Wh.it tk« Bible 
YotfAOj People B.bl»- CI r*« 



the (j j ,d Stop 
Topic "CtoittiM Occwp-ittonV' 



Service 

Se-.mo.. WtVlf tto Btblc Sjv* About tto Good StoptorJ 



Y.ttmq P?opl* < fr-ilo-vh.p Hoar 

Recrei 1 



27, 1949 

• ISAM 

10 04 A M. 

1 1 00 AM. 



l»jd*t (m.li? Vm**h Smith 
Shimon "At John tj« CHn,! 



100 PM. 
lit * M. 
7 30 r M. 



BROADWAY CHRISTIAN CHURCH 



Rolph 0. Mi Im 
Minister ol Youth 



N. Broadway of Socond 

orval m 
minister 



Tliere will be no 
bridge at the SUB this week because 
of a conflict with the Greek Bridge 
Tournament scheduled for Monday 
at the Alpha Sigma Phi 




10 PER CENT 
DISCOUNT 
To UNIVERSITY 
STUDENTS 



Body and 



PAINTING A SPECIALTY 



We 



Your 



HOLLYWOOD 
BODY SHOP 

364 E. Mio^h 



COLONEL 

Of The Week 




Colonel of Ihe Week fin flu:, week in David Ilali heli. 
agriculture M0jM from QlSaaWK 

Dave is president of Block and Bridle, animal hus- 
bandry i Inn and chairman ol its horse show, vice 
president ol (In- Am iculuir.il Council, past secretary 
of the 4-11 Club and nu mber ol Unices, tryout man- 
ager ol Suky. member ol Ihe Student Union Board. 
YMCA. Inierli. (amity Council, and is president and 
former vice pre ident ol Alpha ('.annua Klu. lralcrnity 

Por these a> hievements the Cedar Villac.i- iiiMli s 
□•ve to enjoy any two of its. delicious meals 



nlltee: 



I 



Serving Daily Except Sat. Noon 



BOWING HOURS 

DAILY 

lldMta l:.t0 — 5:30 to 8:00 

SUNDAY 
11:30 to 2:00 — S:00 to 8:00 



CEDAR VILLAGE 
RESTAURANT 

304 S. LIME 





picks you up 
low . . . calms you down when you're tense — puts 
you on the Lucky level! That's why it's n important 
to rcmemlto. that LuOKI Stkike Means Fine Tobacco 



-mild, ripo. light tobacco. No 
dent tobacco experts— auctioneers, buyers and ware- 
housemen—smoke Luckies regularly than the next two 
1! Get a carton of LmUh I ...lay ! 



I. S./Af. F.T- luaky Stu'ke Mean* fine 7b6acco 

So round", so firm, so fully packed so free and easy on ihe draw 



Pogc Tour 



THE KENTUC KY KbRNtu 



I ndciy, Mciich 2b, I V49 



SOCIETY 




\ It I .1 E 7. H 8 I K A M 

Greek's Calendar 

N 3 O II P — T T ♦ X ♦ 11 

The fnllowinu list of sorority and 
fraternity social affairs is thr offl- 
lial mM calendar listed with the 
Social Director on March 23. 

Any chances should be cleared 
liiroimli Miss Marcarel Brure Cruise, 
tahl nirector. Room 122. SUB, by 

I riday : 

IjoIV> T)r.ut Oriln and Pi Kappa 
Alpha iiarty. Castlewood 

Kappa Si* party, 
.-■alurd-ty: 
Alpha 0 
Phoenix Hotel 



The Spice Of Life 



By 



Riihyr QnlMBi <i>il 
Jobir Anderson 



Mart- M'Kinli- po.es with the cups to be awarded in tin 
Sigma Thi liiienl. The tournament begins March 

17. 



Tri Delts To Observe 
State Doy Saturday 

Delia Delia Delta'* biennial State 
Day will be hfld I . on eam- 
pus. with the Uni r ity chapter 
MU Rho, and tl<. TransylvmnfcJ 
dwptcr. Beta ." • ' aig part. 

Mr*. Omei H '• ' urcsi- 

.•dent. of Davton. Ohio will be the 
principal speaker al ." BMkl Day 
- luncheon at the chapter houie. 



Kappa Alpha Theta 
Elects Fawn Grey 

Fawn OM9 Has been named pres- 
ident of Kappa Alpha Thcta. 

Other officers incUitie „-oan Ken- 
ncy. vice president; Jerry Hinson, 
rorrespondiiiK secreUry: Polly Mul- 
key. recording secretary: Marjorie 
Mitchell, treasurer; Barbara Will- 
tag and Mary Ellen Price, rush 
(luni men; Margie Lou Williams, so- 
cial chairman; Barbara Kirwan. 
house president; and Betty Garst, 
editor. 

The sorority has initiated Har- 
riet Crutchfield. Harriett* Spa Id - 
iw;. Betty Patterson. Betty BoKgess. 
Carolyn Critchlow, Nancy Brewer, 
Lee Doiid. Betty Aim Stoll, Marian 
Stone. Nancy Vaughn. Peggy 
Huches. Cora Frances SafTell. Ann 
McChesney. Barbara Montague. 
Beverly Neudecker. Betty Bryant. 
Joan Hendricks. Sara Morgan. Mar- 
garet Tweedy. Betty Oarst. Mary 
The second annual Greek-Utter Jo Bishop. Betty Dunn Guinaugh. 

by Al- illlt j FYances Gregory. 



When we sec couples .spooning on 
the lawn in front of the SUB. we 
know thai spring has sprung. 

Speaking of spring. lose is train 
manifesting itself in the wholesale 
exchange of pins, with I traffic jam 
both ways. 

Newly pinned: Betty Morgan -ind 
Jack Whitman. Mary Odell and Eli 
Jackson; Charlotte Erskine «nd Jim 
Hefferman; Betty Bruchel and 
Oeorge Martin. 

Newly unpinned: Maria Btogaaa 
and Jim Mokas; Jean Stuhhs »nd 
"Crusty" Christ. 

A quickie on the list 1. the pin- I 
rung and tinpmning of Mary Ann 
Mosby and John Bwrier. 

A gentle hint: lrvin ScrifMf 
ought to give his SAt pin l>» RoM»v 
Ann Rouse. 

"Crusty" Christ is lierfecting Rag 
"elr-sator act" for present at i<ui at 
one of the Ben Ali vaudeville Miows. 
He repeated it again Saturday night, 
The favorite sport at the Tri IV It 
house is leapfrog, it must l>c prin»: 
Nancy Bird has lost her lieai She 
came to the Sigma Nu OMtMN uartv 
as a rabbit— she and Moe Long .sprnl 
the evenins trying to find the head 
to her costume 

Charlie rritchctt is m.ii Iota* la 
build a bigger and heller "Mouse 
trap. 

Joan Cook makes a )>crfcct 
"Sweetheart of Sigma Chi ' Dressed 
rather strangely and wearing a 
huge SX pin, she appeared at the 
Sig Ep party escorted by "Sigma 
Chi" Charlie Waiey. universally 
known as Cad. Whaley decorated Ills 
pin with a big. black ;pider. 

Locke likes lo 



Engaged: Ann Vaughn and Billy 
Grubbs; Charlotte Garred and Jim 
Aldridge. 



"Wet Ridi,c" Holhrook seems to 
have given up Marilyn Bauer these 



da 



candy? 

Rosemary Hilling went to campus 
sing Monday night to hear Charlie 
Oberst. Maybe the Delts will know 
who escorted her! 

Halt Hirsrh is gone again, leaving 
Mildred Vance at home with her 
knitting needles. 

Miriam Gerber had so many dates 
Saturday night that she broke 
all and stayed home. 

Have Ream and Betty S 
ma'ie a nice couple, don't you think? 

It is reported that Betty Bartee 
has "klepto" tendencies ask her 
about her hobby! 

Jean Sherman and Wally llorine 
have officially broken up. 

Hot tip: Place a fin on Bob Doyle 
in the fifth at Keeneland. 

When is Ray Randolph going to 
break donn and give the ladies a 
break? There's a gang of them wait- 
ing. -»r hasn't he heard? 

Dwainc Gullett and Kate Fleming 
have had the spat to end all spats. 
How does it feel to he unpinned after 
two years? 

" What is the "Oel Billy" move- 
ment in the physiology department? 

Bob "Anti-trust" Holbrook is 
murh in demand as an impromptu 
after-dinner speaker for banquets. 



DZ's Elect Off icers 
PKT Pledges Elect 

New officers of Delta Zeta are 
Nita Powers, president; Ida Man- 
chekes, vice president; Nell Blair, 
corresponding secretary, Ruth Vest, 
it seems recording secretary; Barbara I*re^- 
that the Jeanne Wilson- Jim Stites , ton. historian; and Shirley Porter, 



Bond To Honor LXA 



Vaughn Monroe, band 



out time for Marilyn 



Isn't it 
Ilollingv 
Dobbie? 

After a three-week tria 



salute Lambda Chi Alpha 
, cn his national rai 
6:30 p.m. tomorrow 



Day 




I 

Tri 



Greek Bridge Tourney 
Will Begin Monday 



at the 

Marilyn Haley is the latest on 
MU Gault s list Marilyn is an au- 
thority on Kappa Sigs. having lated 
practically the whole chapter. Who's 
next. Marilyn? 

An ATO caravan was halted at 
the gates of the city .lump last Sat- 
.y afternoon. "Influence' 



affair is definitely cold 
Helen Heltsley is th 
Delt on Bill I'shcr 

Skitch Henderson seems to be the 
main topic of conversation for to- 
night, especially among the Phi 
Delts and SAE's. 

Lois Wilson and Herb Mills, who 
came attired as boss and jockey re- 
spectively, won the Slg Kp masque- 
rade contest. Joe Hibbs and Martha 
Bradley were colored angels — we 
call is miscasting. 

Jesse Bollinger has decided that 
there arc better things to do on 
Friday night that to date Sue Coop- 
er! 

There was a trail of leaves at loy- 
land Saturday night, live was forcib- 
ly evicted from the Casino is he 
looked for the wandering Adam. Her 
quotation: "I love 'em and leaf em!" 

Bob Breeden is smitten with Anne 
Jennings. 

Way ne ( row went to I ouisvillc to 
see the high a-ltonl game-, hut he 

stead. 

Earl Caudill can't seem to make 
up his mind between Dotty Brown 
rind Joan Haffler. 

If anyone understands the lean 

about an explanation? 

Alfred Prewitt was seen squirinr 
thirteen Kappas one day last week 



rush chairman. 



Try Kernel ^rVo^t Ads 



Have you tried the .... 

BANANA SPLIT 

at the 

ASHLAND SODA SHOP 



811 Euclid Ave 
"Eight Blocks out 



will b«- ;.-•!<! all daj to- 
morrow Several hii'idred alumnae 
- from Uiroughn.it the state arc ex- 
pected to rc?L- 'er. 



Communism a* k::own today, was 
founded on the plains oi Siberia by 
the beloved »wtm patriot in exile. 

trick Michael O licrty. 




Every TSur. Fri. Sat. 

— On Our Siojc — 
5 «i 9 Acts Vaudeville 



SUNDAY 

FROM MlUUti ■ • "> BOOK 
THJ.T S8lD A MIUJOK COPIES! 




gig rows vW ;/ .' 

mil MM* tUlHiR ADICR ^ 
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NOW! 



Musical! 
With 3 Kg Stars 

ESTHER 
WILLIAMS 

FRANK 
SINATRA 

GENE 
KELLY 

In 

"TAKF 
ME OUT 
TO THE 
BALLGAME" 




?ha Sigma Phi. will begin Monday 
at. the chapter house. 

Dish Doan. tournament liairman. 
announced that all sororities and 17 
fraternities have entered. 

Play wlU be divided into sorority 
and fraternity brackets. The wir- 
ier in each bracket will oajpflta 
lor an engraved trophy In the finals 
The runner-up in the final will also 
receive a trophy. 

Zeta Beta Tau mid Delia Zeta 
were winner and runner-up respec- 
tively last year. 



Tri Delts Initiate 

Delta Delta Delta initialed .!>< 
following last wceh: Nancs Richard . 
Jo Daniel. Marv Ann Lsub. Mary 
McKinley, Jo Ann Rhodes, Suzanne 
Sling. Mabel Mears, Ann Jennings, 
Barbara Bhafer. Phyllis Kktachar, 
Ann Ruby Bell. Fonita l.an<\ Betty 
Ball. Jane Stokely. Trip Mo dy, 
Mary Duke. Ann rerrine. -ikI Jane 
Wyalt 



every moment .if Mi phone onver- inson called the mayor and. pronto 
with Suzanne Cutch. That Ihe gates "were opened. Congratula- 
tions to the boys for breaking a five- 
year city dump record. 

It's rumored that George Vandcr- 
weyden is interested, in Viv Hereford. 
How about Priscilla, George? 



Ann Macklin Elected 
To Head Panhellenic 

Panhellcnic. sorority governing 
M4r. ele<-ted new officers this week. 

They arc Ann Macklin. Kappa 
Kappa Gamma, president: Joan 
Cook. Alpha Delta Pi. vice president: 
H.-len Deiss. Delta Delta Delta, sec- 
retary ; and Emmy Lou Patrick. 
Kapj a Delta, treasurer. 

They will replace Charlotte Salis- 
bury. Alpha Gamma Delta, presi- 
dent: Frances White. Delta Delta 
Delta vice president: Suzanne Han- 
nahs. Alpha Delta Pi. secretary', and 
Anita Levy, Tau Alpha Pi, 
urer. 



Ellen Drake Wins 
Oratorical Contest 



junior, 
of the 
held last 



mm Drake, 
won the womens 
state oratorical 
week at Berea. 
Mi.s Drake will represent 
Phyllis Kloecker was pre sented the University in the Interstate Ora- How did a trophy fi 
outstanding pledge troiHiy at vhc torual Association contest to be House get in the Sign 
annual initiation dinner Sunday at »' A P ril Rl Northwestern Unl- 

the chapter house, turn Perrine re- %< ? l «__ 
. C. Hoce 

eelvcel a bracelet for the highest 
pledge scholarship. 



Hockensmith Jr. 



second 
division 



wire recorder cam n handy. 

At last we have an ?xciusive quote 
from Earl Sina — and of course it's 
about Dusty Rhodes "So nany fid- 
dles I can't even hear m> own part ." 
What's the matter. Earl? Some 
people like to play second fiddle! 
Don't you. 

John Milkovich's date Saturday 
night couldn't think of a thing to 
say except how furious .she wa-. .Mtl> 
Mike Mills. \ airsc ,h<- upposedly 
had a date with Mat, Mike was es- 
corting Barbara Stewart M .be mo- 
ment. 

Fred Perkins held ofCB house in 
CoopersUjwn after the Scabbard 
and Blade Dance The kids came 
too. 

Bob Nave wokr up Sunday aHcr- 
noon ..creamin: \t..t tlopp. ned." 

George Tugqlc was quite in char- 
acter Saturday nigHt. Cut why the 
question nark? 

It seems that four K.W have part- 
ed with their pins in .he last .wo 
weeks. But Frank Benton and lolly 
Rogers helped kafcMM .lie winning 
spree by retrieving their -mhlcms 
from Nancy Roberts and Mary Ann 
Goodson respectively. This s I he 
third time Crank has -cade ihe -\- 
ij le change with \ancv. 

in the SAE 
I Chi living 
room over the weekend? 

Fred Nichols finally got a girl 
won for the Sigma Nu costume party. 

V 



at the Sig Ep party: Jo 
and Jack Moore: Arden 
I Bob McDonalc; Yo Coul- 
ter and Ralph Shelby 



TUCTOPS IN TUNES 



COME BACK TO ME 
Itizay Gillespie 

VER AND EVER 
Itinah Shore 

SIM. DOWN THE RIVER 
Frankie Carle 

1 1" R LETS OF 




In his autobiography. Johann Se- 
bastian Bach admitted that all 
ciedit for his tremendous success 
rightfully belonged to Dizzy Gil- 
Ed Fossett is the new Kappa Sig lespie. 



CALL 2222 



FOR EFFICIENT PICK-UP 
AND DELIVERY SERVICE 



Top 



65c 



CASH AND CARRY 



KENTUCKY CLEANERS 




921 South Lime 
Ac ro$ • f ro iw K r o 9 n ' S r© 




Hear Skiteh's 

"Seortlc Slornp" 
dedicated lo rhc Wildcat* 




Tkt Ian f*H ■ ■ • 
Sanforized" cotton tw ill shorts w ith V 
\wistbanJ an J deep rancho pockets 
•Like to a vibrant plaiJ shirt-long 
sleeves and notched collar. Sanfor- 
izcJ, washable cotton. 

Shorts in sizes 10-18 $3.95 
Shirl in sizes 32 38 $4 95 




MARJORIE DUNCAN 



Women's 



805 Euclid Ave. 



2392M 



p slkiftc]b, naifii<sey, amid camels - at joyiand casino tonight 



son potest wo^ng 
tis ten to ^'tch « c « Copito , R .card»n9 
of -CRA^ R know the answer! 

... and V° u ' . » c „,ncs back 

^ „f the " f w ah and his b *"^ n touch on an old 

Hew MiW can a cigarette 

SMOKE CAMELS FOR 30 DAYS 
-and you'll know.' 



MOW MILD CAN A CIGARETTE 6E ? 
WELL, SKITCH. THE CAMEL 30-CV\y 
TEST CONVINCED ME THAT CAMELS 
ARE THE WIDEST CIGARETTE 

iVeever smoked! 



ClOARtTl 



In a recent coast-nv-foast test of hundreds of 
men and women w ho smoked onh Camels for 
M) days -an axcragc of one to two packs a 
day -noted throat specialists, after making 
weekly examinations, reported 



IV£ KNOWN THAT FOR YEARS. 
NANCy .' AN O I GO FOR 

Camels full, Rich flavor, 
too! 












due to succ4cn^ 



Try Cumrts and tcv rScni as yt 
ihcm. If. jit jny nine, you are not loo- 
t inccd ti' i: Camels jrc the oiddest ciaa- 
reuc )w »e erci smoked, rerun) ;hc px,U 
ajce mm\ che unused Camels and we will 
reiund hi foil poach.!*.- price, plus pose 
asc ' S.-fm* > !t J. Re, nolsi- Tobac.o Com- 



- 



fi.duy, M m.li 7b, IV4V 



THE KENTUCKY KERNtL 



Pogc five 



THEN and NO 

PERSONAUTlEg 



')W\ 




R> Thr Alumni Secretary 

Kentucky's Wildcats found Ken- 



tucky alumni 
*he CAO. c 



at every stop when 
rried them to New 
York to participate in both the 
Uational Invitational and NCAA, 
tournaments 

In Ashland, the first long stop of 
Uie tup. Will Ed Covington, former 
Wildcat grid captain. Chaunccy 
Forgcv. ex -president of the Alumni 
Association, and Henderson Dysard. 
Wildcat loot ball player of the twen- 
ties, headed a large delegation of 
■dumm and friends of the team. 



ho got the crowd 
together; Paul Keen and his two 
sons; Warren Ellis. Walter Mobley, 
Bob Salvers, and others. 

Washington held a luncheon 
inoetini Wednesday which your sec- 
retary attended and at which there 
were approximately 25 persons 
present. 

Philadelphia Club Meets 
Wednesday night the Philadel- 
phia club met, and Dr. Donovan ' 
and Athletics Director Bernle 
Shivcly came down from New York 
for the occasion. Present were 
Jim Moore, club president, and Mrs. 
Tc.iiii leaves Train Moore; Margaret Blackerby, club 

. In Wa hinuton. the team left the secretary; Berkeley Hedges. Mr. and 
tr:-in tor liall an hour to meet Sen- Mrs. W. A. Lurtey; Frank Daugh- 
fctnr C>: licit Withers. Senator Vir- erty; Lois Perry Brown; Walter L. 
gil Chapman. Congressmen Tom Mavity; Mr. and Mrs. Woodson 
Underwood Carl Perkins, and Joe Knight; Lucicn Buck; Avery Tay- 
Bater. Don Whitehead. AP cor- lor; Mr. and Mrs. L. C. Davidson; 
re pMM now in Washington, and Tom Williams; Mr. and Mrs. 
Mrs Whitehead «Marie Patterson George Warwick; George C l*wis; 
01 Pmevitlet. Mrs. Underwood <Eli- Marci.-. 1Mb Pennington; Neal 
pa Piggolt >. Madileen Small. Wash- Thurman; Julia Ross Thurman; 
fcigton club secretary; Louis Col- Palmer Evans; Mr and Mrs. Mor- 
hert. newly elected Washington ton Potter. It was their largest 
Club president; Gil Kingsbury, spe- meeting and a great success. 
Cial assistant to Senator Withers New York's party was postponed 
and WLW Washington correspond- from Saturday until Tuesday fol- 
cnt ; A. M. . Moco i Edwards, Jr.. lowing the N.C.A.A. 



Today 

DUTCH LUNCH . . . meeting . . . 
12 noon, room TOft. SUB. 

WESTMINSTER FELLOWSHIP . . 
fo'uc dancing . . 8:30 ]>m., Ball- 
room, SUB. 

Sunday. March 27 

UNIVERSITY FOR LIFE . . supper 
and party ... 6 p.m . Cen'.ral 
Christian Church. 



Scientist Says Southeast* Stands 
To Benefit Most From A-Power 



Tlic Southeastern United States. 
• hu h can lav a valid claim to being 
the birthplace of atomic energy, 
•lands to benefii most from its de- 
velopment, one ol the nation's out- 
standing nuclear scientists told a 
University of Kentucky audience re- 
cently. * 

Speaker was Dr. Alvin M. Wein- 
berg. a.ssociat? director of the Oak 
Radge National Laboratory and a 
veteran of more than seven years 
experience with the Manhattan Pro- 
ject. He was addressing .1 College 
of Engineering convocation at Me- 
morial liall. 

"Nuclear fission is after all pri- 
marily a source of power — of olec- 
tricai kilowatts." Dr. Weinberg 
stated It is sometimes said that 
the be: t sinUc measure of the .icn- 
era! cultural and economic status 
of a country or region is the total 
power coi isumplion per capita. 
Means Industrialization 

"In general, larg 



and development in those phases of 
atomic energy technology which re- 
quire enormously expensive facili- 
ties. (2i 8erve as places where n 
nuclear technology tradition can de- 
velop. <3> Maintain strong and broad 
fundamental research programs 
which call upon the educational and 
scientific resources of the region in 
which they lie. 

The convocation was sponsored by 
the 



National Businessmen 
Interview Engineers 

Representatives of various na- , 
lional business concerns are now 
conducting interviews in the Col- 
lege of Engineering. , 

R. N. Hurt, of the Appalachian 
Electric Power Company, Roanoke, 
wer output Va.. and R. E. Dirks, Needle Park, 



SGA . . . meeting 7 p.m., room 128, 
SUB 

ACCOUNTING CLUB meeting, 

7:30 p.m . room 204, SUB. 
SUB . dinner ... 6 p.m., room 

205, SUB. 

SUKY . . . meeting ... 5 p.m., room 

206. SUB. 

SUB HOUSE COMMITTEE ... 4 

p.m., room 128. SUB. 

Tuesday, March 29 
LEAOUE OF WOMEN VOTERS . . . 

meeting ... 4 p.m., room 128, SUB 
SUKY TRYOUTS . . . meeting . . . 

5 p.m.. room 128, SUB. 
NEWMAN CLUB . . . meeting 7 p.m., 

room 128, SUB 
LEAGUE OF WOMEN VOTERS 

BOARD ... 3 n.m., room 204. 
CHI DELTA PHI . . . meeting . . . 

4 p.m.. room 206, SUB. 
SWEATER SWING ... 8 p.m.. Ball- 
room. SUB. 

Wednesday, March 30 
CHESS CLUB . . . meeting ... 7 

p.m., Card Room. SUB. 

Thursday March 31 
K-CLUB . . . meeting ... 7 

room 128, SUB. 
BRIDGE LESSON . . . meeting 

4 p.m.. Card Room, SUB. 



Scholarship 
Deadline Is April 4 

Applications for scholarships 
for junior men must be filed at 
the Dean of Men's office by April 
4. The first scholarship is for 
$300, the second for $200. 

The awards, given by Lances, 
junior men's leadership honorary, 
will be made on the basis of schol- 
arship, character, and financial 
need. Any junior man who has 
completed two semesters of work 
at the University may apply 




YM-YW Sponsor *9 Team To Compete College Head To Talk 
Frankfort Parley 



In 



The College of Agriculture s poul- 
try judging team will compete in 
the Southern Collegiate Poultry- 
Judging Contest to be held March 
28-29 al Memphis, Tcnn.. it was 
announced today by Prof. E. T. 
Wlghtman of the Agriculture Col- 
lege. 

of the 




The YM and YV/CA organizations 
of Kentucky colleges are promoting 
an experimental conference on 
Kentucky government in Frankfort 
Friday through Sunday. 

The conference will center around 
the study of the state's work in 
education, revenue, welfare, and 
legislation. This experimental scm- my Carter, 
inar will be a demonstration of a competition in 
method to teach students political breed selection, and market 
procedure. A discussion period will the team will tour Memphis to ob- 
be held following the various talks, 
after which there will be a tour of 
the capitol building. The colleges 
scheduled to participate in the con- 
ference are the University of Ken- 
tucky. Bcrea College. Kentucky 
State College, and Transylvania. 

The speakers will be Mr. Boswell 
Hodgeklns, superintendent of pub- 
lic instruction: Mr. Clyde Reeves,- 

commissioner of revenue; a rcprc- certificates of membership in Gam- 
Robert Morgan of the UK music sentative of the general assembly; ma Theta Upsilon, national geo- 
departmcjit will present a piano re- anc j Bart p ca k, secretary of the graphic fraternity, at the annual 
cital in Memorial Hall Sunday aft- i UK YMCA. Louise Rhodes of UK banquet March 14. 
ernoon at 4 o'clock. is the conference chairman and , Those pledged were Dr. Thomas 

For his opening selection Mr. Rossie Drummond from Bcrea is Field, Arthur Grove, James Cook. 
Morgan will play -Thirty-two Vari- the registrar. Cecil Rowland. George Jagger. Wil- 

ations on an Original Theme in students who are interested In ham Woodward, and Thomas 
C minor." by Beethoven. The next state government can contact the Drescher. 



W F O'Donnell. president of 
Eastern State Teachers College in 
Richmond, will speak to the mem- 
bers of the YWCA and YMCA on 
"Can You Be an Intellectual Chris- 
tian" at 7:00 p.m. Tuesday in the 
SUB. 

Phi Tou Pledges Elect 



A recent scientific expedition 
found the natives near the mouth 
of the Orinoco using modern fotn- 
mercial hortening to fry their cat- 
fish. 



CLASSIFIED ADS 



Robert Morgan 
To Give Recital 



serve the poultry markets. 

The judging contest and tour is 
sponsored by the Southern Feed 
Manufacturing Association. 

Geographic Society 



of Phi Kappa Tau 

have elected Herman Weber presi- 
dent. 

Other officers arc Ken McfTeehan. 
vice president; Jim Glass, secretary 
treasurer; and Jim Brownfield. 

chaplain. 

Buy Savings Bonds 



tuatrjmerN. r»^y dcll'rring, rxcUem pay, 
Call 2990 




I.OST Blur milrl 
outside Revarri II trr 
for Hma Klrpatttck 



TYPrno— T>nn papers. Theies. rtc. 
hecca Ed ' irrls. 423 Hrrnfttido Bldi 



I to Canary 
4*11 



Cottair 



Seven candidates were presented 



CULBERTSON'S 

DRUG STORE 

545 S. 



selection will be Ross Lee Finney's YWCA or YMCA 

"Sonata No. 4 in E major." to be information. 

followed by "Three Intermezzi, opus 

117." by Brahms. The concluding \ 

number will be "Four Etudes, opus Dutch Lunch Speaker 

1 lrn irZticoke. Pa.. Mr. Mor- T ° B * "*hodi,t 

gan began his study of music tn The Rev. T. 
Wilkes-Barre where he won a 4- 
year scholarship to Syracuse Uni- 



versity. He received his bachelor's 

degree from Syracuse in 1938 and Club's noon meeting today. 



pastor 

of Trinity Methodist Church, will 
be the speaker at the Dutch Lunch 

The 



Dr Parts B Stockdale. head of 
the department of geography at the 
University of Tennessee, was the 
guest speaker. 

Honor guests were Dr. and Mrs 
Charles Snow. Dr. and Mrs. Arthur 
C. McFarlan. Vice President Leo 
M. Chamberlain, and Dr. and Mrs. 
M. M. White. 



his master's degree two years later 
After completing his academic work, 
he continued to study piano with with 

Egon Petri, and later served as in- j 

structor of piano at Elon College, * ' * 
Elon. N. C. and at State teachers 
College in Bloomsburg, Pa. 

Serving in the U. S. Navy from 
1942-46. he spent two years in the 
Southwest Pacific theater. After 
his release from service. Mr. Mor- 
gan resumed his study of music 
with Karl Ulrich Schnabel in New 
York City. He has been a member 
of the UK music faculty since Sep- 
tember, 1946. 

In addition to many local ap- 
pearances as soloist and accompan- 
ist, Mr. Morgan has given recitals 
in other states and has appeared 



Beeler, an accomplished 



Rev. Mr. 

magician, will entertain 
a magic show. 



Trustees Approve 
, Pharmacy Laboratory 

The trustees of the University 



Of The Night' 

All presidents of University wo- 
men's organizations must turn in 
information blanks for Stars of 
the Night to the social director's 
office in the SUB, this week ac- 
cording to Nancy Potts, chairman 
of the organization committee. 

Stars of the Night, women's ec- 
ognitlon program, has been sched- 
uled for April 11. 



manufacturing pharmacy pilot lab- 
oratory will be to train students in 
production of pharmaceuticals. The 
College of Pharmacy will manufac- 

, ture pharmaceuticals for the hos- 

( pital dispensary. 

All equipment will be furnished 
and maintained by the college, and 
supervision of the student pro.'ce. 
will be under the direction of the 
college. 




- LOW RENT — LOW PRICES 

• Wotch Repair • 



LEXINGTON 



142 S. Lime 



JEWELRY & 



Phone 5703 



Albert Samuel Zirk. prominent, 
steel magnate, cot his start in in- 
dustry as a hem-stitcher in a patch- 



mean.; great industrialization. As an 
urea becomes industrialized there is 
MmnifieaUan of opportunity for its 
people. There is added an increased 
ilth measured oy the difference 
value Ix-twee-.i the raw material of 
region and the nanufactured 
To... the region because of 
diversity of opportunity Is less 
IN l ■ natural catastrophe such 
widespread ..oil erosion and de- 
of fertility" 



Cleveland. 
General 



lives of the Air 
Wright Field. Dayton 



representative of the 
held in- 
Representa- 
nd, 
inter- 



Thcsc interviews give senior en- 
gineering students a chance to be- 
come better acquainted with com- 
pany requirements and to obtain 
positions witli these organizations. 

Appointments for all Interviews 
a it made through E. E. Elsey. of the 
College of Engineering. 



j as piano soloist with the Syracuse 
Symphony Orchestra, under the di- 

Memphis Pastor Talks iecU o " 0{ Andre 

To Engineering Groups ... _. . 

Library Displays 

Pictorial Study Of 

'Balkan Village' 

display plciorhilly 



II<- MOM the research facilities 
ot the Oak indue Nat ion:. 1 Labora- ~ ~ 

mat it. along with Art Club Schedules 

ot tiers ol its kind, has a three-fold 
function : < 1 1 to carry out research 



Dr. R. G Lee. president of the 
Southern Biptist convention, was 
guest speaker at the College of En- 
gineering assemblies this week. 

He spoke at the electrical en- 
gineering assembly Tuesday, and at 
I he mechanical engineering assem- 
bly Thursday. 

Dr. Lee is pastor of Belview Bap- 
tist Church. Memphis. He received 
his doctorate in law from the Cru- 
ra ge School of Law. 

Dr. Lee is visiting the campus in 
connection with the Baptist stu- 
dent revival held this week ui Cal- 
vary Baptist Church. 



Talk On Lowenvelt 



TIPS ON TOGS 

By 



I'r'.n I !.« T - - - Yep, tordu- 
roy coats are |«rfect for year 

spring No oilier type ~oat can 
give you so much good prac- 
tical sen ile and their pop'J- 
lai ity is eUU grov.inc — Mart- 
born has sent nir some nice 
light weight ones that I hum 
you'll like — take vour pick 
ol lai:. marrow, rust or grey 
— money invested in a :ordu- 
roy ciat is a wise investment 

FV..\t: NOT Don't lie i- 

taV- t'i Iry m% the ne*- pastel 
shack-: in ipen s -luds— people 
fr<nii one cud Of the country 
to (he it her are welcoming 
thi break from the old lead, 
dried up colors the "lowly 
malt ' was forced to wear — 
now comes Hie -ommcrcial — 
speaking of pastel shades, 
makes me think of the new 
gabardine shirts we have in 
.ct-ick. finely tailored by Marl- 
kOM in hue' of yellow, olue, 
pink, grey, green, lime. gold, 
beige and maroon mother 
rood thing is. Ihey are wash- 
able! 

H MOK - - and Haltering 
it li.ie - 1 ha-.e heird some 
ol the dais read Uiis little bit 
of advert i mg clfort now and 
then bo — gals if you are 
looking for a smart spring 
suit donl forget that we 
hi a ladies le;iartiueiit loo, 
and carry the very best •>! 
brands I saw sN&e of the 
nev spring glad rags and feel 
sure ,'iui time and effort will 
not be wasted if you look 
them over. 

Bo Long For Now 

PARITZ 

CLOTHES SHOP 




Low- 



Two open meetings of the Art 
Club will be held in preparation 
for the visit of Viktor Lowenvelt, 
head of the art department and 
professor of art education at Penn- 
sylvania State College. April 20. 

At the first meeting on March 
31. Prof Edward Rannells, head, of 
the art department, will 
' Creativity. Theories of VI 
envelt." At Uie second 
April 7. Clifford Amy*, assistant 
professor of art. will speak on "De- 
velopment of Vision in the Child." 

Modern Donee Recital 
To Be Held April 3 

Four modern dance seniors will 
present a recital of their own hore- 
ograf.hy at 4 p in Sunday. April 3. in 
the Guignol 

They are Vivian Hereford. Caro- 
lyn Pogue, Dorothy Richardson, and 
Jo Trapp. The recital is open to the 
public at no charge. 



Eskimos have 
to grow cotton 
North Pole region. 



Road Expert To Speak 

W. L Echstcnkampar. of the 
American Bitumuls Co., Frankfort, 
will speak at the civil engineering 
assembly at 10 a.m. Tuesday in the 
Engineering Annex. 

He will discuss bitumuls mate- 
rials. 



presenting 

the background for "Balkan Villagf." 
a Miciology study by Dr. Irwin T. 
Sanders to be published April 7, 
was set up in the main foyer of the 
Margaret I. King library this week 
Publications, art objects, rare na- 
tive costumes, Ixioks and pamphlets 
in the Balkan languages, photo- 
graphs, the original jacket for .he 
manuscript, the typed script, and 
travel posters arc the principal 
pieces of the display. 

Dr. Sanders, head of the depart- 
ment of sociology, has siient six 
years as instructor and dean of the 
American College in Sofia. Bulgaria 
and one year with the State Depart- 
ment in Belgrade, Yugoslavia as an 
agricultural attache to the Balkans. 



Outing Club Hikes 



The bookie writ ten from the 
of a Bulgarian ullage. Dragaleutsy. 
The Outing Club will hike to Ihc 1 Mr . William Hubbcll. a University 
Lexington Reservoir April 2. | sociology senior, drew the picture 

for the jacket ol the book. 



STUDENTS... 

For 



New 1949 
'100 Selection Seeburg 



(Dancing 8 P.M. to Close) 
NATIONAL SHUFFLEBOARD 



Breakfast . 
Dinners 



Lunches . . 
. . oanawicncs 

Week Days . 7 a m — 1 1 P.M. 

Sundays . . . Noon — 11 P.M. 



UNIVERSE RESTAURANT 

407 S. Lime 



Those students wishing to take 
the hike must sign up in room 122. 
SUB. bv April L Sixty cents will be 
charged to cover lunch costs. 



The display commemorates the 
Foreign Language Conference meet- 
ing on campus March 31-April 1. 



known 
ully hi the 



Moy Doy Ceremony 
On Stoll Field 

The May Day ceremonies will 
be held on Stoll Field at 3 p.m., 
May 14. Frances Farmer, chair- 
man of the May Day committee, 
has announced. 

The track meet originally 
scheduled for the afternoon of 
May 14 will be held that night. 
Pennisslon for the parade has 



24 Hour Service 

Tires, Batteriet, Brakci 
Starter, Lights, Ignition 

Phone 2030 
Taylor Tire Co. 

Incorporated 
Vine ol S. Eastern 



I A FILLIP m I 
\ For PHILIP 




for a lovely lady 



For the finest in flowers 






FLORIST 

dunn drug bldg 

<7>Aom* 7513 
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Introducing the new 
/QO% Dupout flybk 

SWEA1 ER 

Styled by "REVERE" 

e.xthnivc with 

GRAVES, COX & CO. 



College men everywhere arc talking 
about Ihc new lOO'o Dupont Nylon 
Sweoter, now, you too, can have one bc- 
couse Graves, Cox have |ust received m 
complete stock of sizes and colors in the 
pullover model These new sweaters are 
soft and worm as wcol, mothproof, color 
fast to washing, no noticeable shrmkoqe, 
it stretches — then returns to original 
shape. Along with your sweater you'll 
want two or three pairs of Nylon iocks 
to match, available in the same shades 
ond priced at only $1 50 per pair. 



Sr lose 



ARROW'S SPREAD COLLAR STYLES 

with FRENCH CUFFS 

Phil, Sill and Jack lik* many college men like the extra 
touch of real style in Arrow's spread collar models with plain 
or French cuffs. 

If you prefer oxford -ask for Arrow "SUSSEX.'' If you like 
broddclo;h-o$k for Arrow "PAR." 

ARROW 

SHIRTS and TIES 

UNDERWEAR • HANDKERCHIEFS • SPORTS SHIRTS 



Small . M> 4mm, -iinl I ii p 





MM 

fw dkmu WITHOUT & 



Best Copy Available 



Poge Six 



Baseballers Bothered 
By Boggy Baseline 



The University of Kentucky base- 
ball team opens its sea-on iwr 
weeks from tedl] when the Wild- 
cats meet the Ga. Tech Yellow 
Ju< kets in Atlanta. 

Practice, oflu-ially started this 
week, has been pretty nm h at a 
Washout so 1..1 Vw-: 'rounds ant 
weather have hampered Jn 
on American Legioi 
Weld and basketball or football 
drULs V-f-f-ji pilchcr atid ;, tellers .>ui 
(if Alu.mil <iym >n -"ulny days. 

Although seriously handicapped by 
not h.n inn mi adequate place u> 
procure Mime |il:i\ei .11, -I ill el 
U11K in daily drills.. 

A sophomore battorv of Frank 
Tueei and Ray Turner has been 
working out for the last iuo months 
in the tohaeeo a. 1: ehou.se in Limc- 
stune Siri-ct. a< !••• U"-u the ■ iym- 
nasium Tncei pitclicl natum; niac- 
Uce last ye:. 1 :i iic.shman and 
.showed a great deal of promise. 

Pitcher Ray Mimicry, who was the 
big man on the mound *hen ihe 
Cats wound up last season, started 
throwing hist week, lint is ;ning ui 
need two .solid weeks under clear 
skies and a hot sun. if he's to go 
the route against Tech on April 8. 
Oilier members ol last vcar': 
who have ln-en cued illil- 
are catchers Jay Cummins 
Buddy ChTK. third baseman 
Crosthwaite. outfielders Bob 



fatchett. Allen Hamilton and Bob 

Henne. 

Outstanding in the 'imited prac- 
ice this week were mfielders Mm- 
ly Mayes — a good arm. s :;ure 
iclder. meets the ball squarely: 
Walton Taylor a lefthanded pit: h- 
■r; hurler Leo Wiki; Roy Turner, 
mil Hay Mignery. 

Still not out for practice vet :ire 
ast year s leading hitler and short- 
stop. Johnny Slough, first oaseman 
Walt Hirsch, and pitcher 'ienny 
Zaranka, and outfielder Clayton 
Webb. 

t •..<h Randy Phillips will have 
-■barge of the team until head coach 
Frank Moseley is relieved of hLs 
oulball duties, and will be able ui 
take 
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Cuff Notes 



1 Wo ™"' s 

Four still rem 



All-Stor Berths FJi'ed 



Alex Oroza needs 28 points to- 



& M. to crack 700 for the season 
The All -America center added 57 
points in two NCAA games tin- 
week to 
to 672 in 

with 602 point 
13 more in Kentuck 
only start in the NIT. for a total of 
615 when the NCAA 



Four still remain in the women's Only two more berths remain un- 

intramural table tennis tournament tilled on the Eastern All-Star iuin- 

in the semi-final round. The four tet to -cached kg BMtWkl 

are Jackie Frost. Alpha Delta Pi: Adolph Rupp. 

Jane Blount. Kappa Kappa Gam- The East squad contains four 



Lorraim 
The 



Mi- 



ni 



Jim Line, moved into the start- 
ing lineup the past two games, is in 
the runner-up slot for individual 
honors in the NCAA, wilh :>.'. point 
21 against v Villanova and l.> agaue-i 



and 

Zeta. 

lie tennis doubles tour- 
will begin Wednesday. 
March J4 flax will be held Monday 
through Friday until completed. 

a Oar- 
of 107 
from 
vn 21 



Kentucky stars — Alex Groza. Ralph 
Beard. Wallace Jones, and Cliff 
Barker. — Yale's Tony Lavelli. C'.«- 
gate's Ernie VanderweKlie. Srton 
Hall s Prank Saul. Dick Mriiuirr >f 
St John's and two more players m 



points to help the SUgs set 
den team scoring record 
""tit- Oil' Arnie Risen 
VSHMMtMHt pushed 1 do' 
imm:' 



l>oint throuch the hoop for Rorhes- 

I la-Uin's Cioebel Ritler 

"I I -I ior ihe Knu kerbm kers 



1 

Already chosen on Vadal Peter- 
son's West team are Ed M.uaulev. 
St. Louis: Vern Gardner. Utah. 
Vern Mikkelsen. Hamlme: 1a-o 
Barnhorst. Notre Dame. Paul Cour- 
ty. Oklahoma; J. L. Parks. Okla- 
homa A.tiM B«.h Harrison. VI 
gan. and Cliff Ciandall. 
StaU- 



Six Squads Enter 
Spiked Shoe Meet 

Six high school track relay teams 
have accepted invitations iO the 
Spiked Shoe Relays to be held at 
Stoll Field, on the night of Aptil 30. 

The six teams accepting the bids 
thus far are St Xavier of Louisville: 
Lafayette and Henry Clay of Lex- 
ington. Frankfort Hu;h. Stanford 
Hirh. and Highlands Hiiih ol Fort 



The All-tntram 


iral 


basketball 


teutn has been s 


elec 


ed by 


mine olli- 


ciais and the u 




mral 




They are as fol 


ows 






All 1 nivcrsin 








Tom Fortoer 


■ 




Sig Ep* 


Andy Polities 


G 




f .eneraLs 


Joel Gorden 


C 




ZBT 


Ben Zaranka 


F 




V^rmi^ 


Eugene Clark 


F 














Andy Polities 


<; 




Generals 


Jerry Claiborni 


G 




K Club 


Bill Leskovar 


C 


1! 


Mlermsikers 


Eugene Clark 


F 




Varmits 


Bob Reed 


F 




Flreck Hall 


All Kralernilx : 








Tom Porter 


a 




Sin Ep 


Don Combs 


G 




Delt 


Joel Gorden 


C 




ZBT 


W. Wesley 


F 




Kajipa Sig 


Ben Zaranka 


F 




Kappa Sig 
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SPRING FOOTBALL PRACTICE IN FULL SWING AT I K. Bear Bryant's boys roughed it up the 
pasl week during spring football practice on Stoll Fi Id. I he si .-or above was typical of the spirited action 
seen all week Wilbur "Shorty" Jamrrson. junior halfback from Henderson. Ky.. is shown making a long 
r..iii during scrimmage Wednesday afternoon. An uni eiitifie.l l.o kl, r is sIh.mii making a futile attempt to 
sl. M > the hall carrier Behind Jamerson is Quarlerliar B.ib. IMi.lli and ai the extreme right is All s| i 
laiklr B«l> <ialn. , 

Cats Show Brain, Brawn 
In Spring Football Practice 



The Cats averaged 80 5 a same in 
the NCAA, compared to 59 5 for 
their two opponents. If things go 
i>s expected in the Aggie game, bnih 
of these figures will probably dip 
considerably. 

Here are the 
the NCAA games: 



Seniors Signed 
To Ploy April 9 

Kentucky's four senior basketball- 
e*s and Joe Holland. AH Conference 
iind regular Wildcat lorward ■»•< 
rears a-'o. wiil play an exhibition 
%mme April 9. in Charleston, W. 

Tlie announcement, appearing in 
Jc Charleston iiews]iapcr last week, 
lame on almost the same wind. Jiat 
carried rumor if a Wildcat barn- 
Jhtorming tour. 

Rumor had it that Groza. Beard. 
Jones. Barker, and Holland would 
ph., exhibitions, near Ix-xington on 
weekends. This way the seniors 
KMild continue their school work 
<uul graduate .in- 

Babe Kknbio.i-di :,cmi^Ioii Hei- 
uld sports qdttar, would do ihe 
toooluni: foi tlie team Matches *ilh 
tiie Barlem flloi.i rroliers rind cen- 
tral Kentucky semi-pro icams *'cre 
expected. 

Hwcf no official statement has 
made by any >i the Wildcats, 
Mlin still reaching lor ihe NCAA 

* r n 



More high school teams from 
Kentucky and possibly from south- 
ern Indiana and Ohio are expected 
Ui enter the relays, but no entries 
have been received yet. 

The event is being sponsored by 
the Kentucky Spiked Shoe organi- 
mtfmm. It h composed of trackmen 
Horn the Wildcat squad. All twelve 
members of the Southeastern Con- 
ference are members of the Spiked 
Shoe Society. Efforts are being made 
to bring back activities of the or- 
ganization and place it in a posi- 
tion such as it was when first 
founded at Columbia University in 
1 923 

Plans are also being made to have 
a fraternity meet for teams from 
the UK campus in conjunction with 
the high school relays Tentative 
plans for a sorority meet have been 
made but nothing final has been 
announced as yet. 

Tennis Triols Today; 
First Match April 15 

A meeting of all tennis team 
hopefuls will he held on the asphalt 
courts behind University High 
School at 4 p.m. today. Coach Dan- 
ny Dickerson stated. 

In car* of bad weather the meet- 
ing will be held in the basement ol 
Alumni Gym at 4 p.m. 

Coach Dickerson said that no 
practice has been held by the team 
yet because of bad weather and that 
equipment has not been obtained 
as yet He added that as many per- 
sons as possible should try out for 
the team as all positions on the 
squad are *ide open. 

The first of nine matches of the 
reason for the UK Wildcat team *ill 
be against Kalamazoo College, here. 
April 15. The first on-the-road neet 
lor the Wildcats will lie at Vandci - 
Uilt April 22. 



Modern historians are 

fied with the theory that Genghis 

Khan appeared in Europe as a 
YWCA 



Not even a muddy playing field* 
could slow Kentucky's spring foot- 
ball practice thts week. Although 
forced indoors Tuesday by rain, the 
Cats put in a full week of heavy- 
duty under the watchful eye of 
Head Coach Paul Bryant. 

Wednesday Bryant took his grid- 
ders outdoors for a long scrimmage 
that brought satislied smiles from 
most of the coaches and ihe 100-odd 
spectaiors that lined the practice 
field. 

Several promising sophomores saw- 
plenty of action with what looked 
like the starting eleven. 

I'arelli l.oo'is Good 

Babe Parelli. the much heralded 
Pennsylvania quarterback, spent 
most of 'the afternoon calling sig- 
nals for the first team, and from 
the way things looked, he'll be han- 
dling that chore a great deal of the 
lime next fall. 

Parelli seemed cool and poised 
under the fire of a tough hard- 
charging defensive team. Observers 
were pleased to note that he was 
very adept. at broken-field running.^ 
especially whenever he appeared 
trapiicd behind the line. His passes 
were finding their mark consistently. 

It It doubtful whether Parelli can 
match the graduated George Blan- 
da's kicking ability, but it seems 
quite |K>ssible that he will oe able 
to fill Blanda's passing shoes. Par- 
elli is already a capable runner, 
vmiething that nlatuln was weakest. 
Blamla does I'm 

Blanda, incidentally, signed this 
week to play with the professional 
Chicago Bears. 

Halfback Shorty Jamerson. fight- 
ing Henderson. Ky. junior continued 
to display fine spring form. He and 
Bill Boiler, a senior, were both turn- 
ing in outstanding performaiu M 
offensively 

Don "Dopey" Phcl|>s. receolh 
leinstated after having bi-cn .imp- 
lied by Bryant last year, spent nost 
ol the afternoon working on defense. 
Apparently the Danville, Ky... senior 
had Ins mind on hLs work, for -ic 
was easily the outstanding defen- 
sive back on the field. On defense 



-Groza 30 27 57 

Line 21 15 36 

Barker 18 « 2C 

Jones 4 9 13 

Beard 3 9 H 

(Hirsch 2 6 !1 

Barnstable... 5 2 7 

Day 2X2 

85 76 




he was in on the kill on at least 30 freshmen is still a mystery, but 
per cent of the plays. "Bryant earlier stated that this year's 

This week's performance was lyp- freshman crew was one or ihe best 
ical of Phelp's since Ins return You lie has ever assembled, 
can tell from his alertness, and nis 
drive that he wants to regain his 
old varsity starting berth by next 
fall, and should he continue playing 
his present caliber of ball, you can 
mark him down for a starting as- 
signment next September. 

John Ignarski. and Bob Elder, 
both guards, were two of the other 
sophomores who looked good this 
week. Ignarski winked wilh the 
first team and displayed a talent 
for keeping himself between Uie 
ball-carrier and would-be lacklers. 

Elder, a 200 pound-plus giant 
played on defense opposite center 
Harry Ulinski, and was giving the 
veteran pivolman all he could han- 
dle. 

General Alerlmss 

The thing that has been most ap- 
parent so far in practice is Unit the 
boys are all fresh and eager to rough 
up. With the possibility that as 
many as a half-dozen starting 
berths may be in doubt until ;ame 
time next fall, a general altertncss 
and spirit prevails among the vet- 
erans and newcon*is. alike. 

Several of the veterans have 
shown a great deal of improvement 
over last year, while most of ihe 
others remain about on par. 

The small crew of freshmen who 
enrolled in school in January, has 
been working out separately from 
the varsity. The quality of :^iid 



Jim Hibbard. an all-state fullback 
for three years at Henry Clay, here 
in Lexington, was dropped from tlie 
squad this past week. The only 
lemaining Lexingtonian on the 
squad is freshman Billy 
all-state cente:. who also 
his training at Henry Clay 

Kentucky is carrying 
on ( this coming year's 
ever before since Bryant came to 
Kentucky three seasons ago. A 
( heck of the records reveals that 13 
Wildcats 
year of 

list includes eight linemen and five 



are Phelps: Lee Tru- 
Ralph Genito and Jim 
The linemen are Jerry Clai- 
borne. Nick Odlivak. Dick Holway, 
Harry Ulinski. Charles 
Ray Porter. Lloyd 
Charley 



161 

Four native Kentuckians partici- 
pated in the first professional bas- 
ketball double-header ever staged 
in Madison Square Garden, la.^t 
week. 

The Wildcats Kenny Rollins, play- 
ing for the Chicago Stags, hit iwn 
free throws and six out of wcii 
field goal attempts for 14 points: 
Westerns "Sleepy" Spears added II 



University To Observe 
Annual Honors Day 

The fifth annual observance of 
Honors Day is scheduled for 10 a m.. 
May U, Dean Elvis J. Stahr. chair- 
man of the Honors Day- 
has announced. 

Honors Day is observed for recog 
nilion of outstanding students. 



FLOWERS FOR 
REMEMBERANCE 




MICHLER FLORIST 

417 E. Maxwell 
Phone 1419 



sfeppirg to the front for 





to the front (if that sprinq 



in o 



i r 



dre« faultlessly dry cleaned 
b) CROPPERS 

be sure of the best quality jml 
the most efficient service. 



Pick Up & Delivery 



CROPPERS 
LAUNDRY-DRY CLEANING 



• 529 S. Lime 

• 803 Euclid Ave. 



241 E. Short 
105 Walton 



Baseball Manager Needed 

Of all th. f ;, Z er, husky, .nergetic, 
and enthusiastic student- who *ant 
Ihe Ij. ,-.:!. ■ ., :ng yet thrill- parked 
job of varsity baseball equipment 
manager, one will be selected 

The mob i^ requested to report ui 
Kent Hollin: w.rih in Alumni (lym 
at 3 o'eloek Monday afternoon, 
the lucky man will !«■ 



for the 



FOR MAGNIFICENT 
ENLARGING PLUS 




lorgcm.nl', Easily converted 
to other uses such as copying. 
Choice of enlarging heads. Be 
sure to sec it here. 




lie alTjir or black, 
a lli-u-en ilre-.se* \ou 
for tin- occasion. These 
special shirts have snowy 
white pii|ur front-. Kreni h 
culls, line hanilkerchief- 
rlolh bodie-, all tailored 
wilh that extra magic of 
\jn lleu-en bewnunshi|>. 
Nan Tux in two cullar- 
altaihcil model* wide- 
spread and regular. Van 
Dress i- neckband nulv. 
Yitnr dt-alci ha* thesr hard* 
to-find shirts righl now! 

— 1 kca Jmt / i Imm dMUb mm 

Van Heusen i . . 

*■ I I n o I Oil II IO 

PHI LI IPS. JO Ms I ONP . HC« IOKI I, N. r. 



Photographic Supplies 
145 North Up 



• * tillOiUl-.minlH 




They're 
popping up 
all over 
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Pooplo have hwn w.mtinrr mni-p ami moro 
Ifefefhone service and we've hpen working hanl 
to i >n > vid«' it. We've addict I nearly 9,lWii».»miin«*w 
telephones in the past three years. Still more 
are neeiletl and are on the way. 

But that's not all that we've U-.-n Joint? 
to increase the usefulness ami value of the 

telephone. 

Telephone service has heen extended tn auto- 
mobiles, trucks, boats, trains and airplane: . . 
real propi-ess has been made in expanding ami 
improving rural telephone facilities . . . wire 
and radio relay networks have kM 4*Mlnna4 
and enlarged . . . research has starteil on new 
electronic devices w hich pmrnise |g Krintr even 
wider horizon*- of electrical r..mi.,-..-. . • 
within view. 

All this means better telephone service f >r 
you . . . more people you can reach easily and 
quickly . . . more time in your day a laiver 
world in your grasp. 



BELL TELEPHONE SYST1 M 




vsupy Mvaiiauie 
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Cats Defeat Villanova 
In High-Scoring Tilt 



T. loin IlKkin 

NEW YOicK — lx-fly Jim Line. 
BM) Earkcr. Alex Groza were vhe 
pacemakers for Kentucky as the> 

t MHM 146-72. in Madl 

S',w.i!< (ia-Tlen Monday niRht ir 
NM ■i'.f.i i.i'.' :"Uiid ill the NCAA 
1 ■ rn I>ni inn playoffs. 

Ki nlui kv . :i 1 4- 1 x >n it favorite, wa^ 

<■ iiniidi u. unit-bout mast of ihc 

tilt b> a :!i:irpshooting- Villanova 
(Hiuil.-I. who hit 28 of its 65 shots for 
a 4:t iK'Ud.i HMf UK pot off 8V 
n 1 1 « ii - |. ii .i!. for a 37 percentage 
A erovl of 18.li ,: ■■::\\ Coach Rupp 
■ 1 I .Inn line in place of Dale 
i!:i ' i l> the lir i time Mini 
early in the MMM 'I Akron. O' 1 '' 
lefthander came through in :;reat 
llylc M he hit for MM ol lUs .irsrt 
lune altempCs. 

Kur the entire vain*. Line madi 
nine in 13 tries; Alex Gruca. who 
wired 30 Batata, just one short of 
Uie NCAA tourney record, scored 12 
buckets in 20 lap*: while Barker. 
Who pi. .M il an outstanding came in 
nil dep.iMui.i.Ls. made .six in M 
tos.es 

Ralph BBkN and Wall Jones were 
ti' l mil civ Ml their usual .- hooting 
form. The lormci scored only ihree 
points. ID on !iif throws He play- 
ed his usual brilliant defensive 
game. Join"- also scored all his 
points 1 4 on free throws, and ''ail- 
ed to hit any of his field goal at- 
tempt;. Jones only took three .Jiots 
foi the 30 minutes that lie played. 
The Harlan. Ky . lad received lour 
fouls early in the game and *at out 
mud! ol the second half. He later 
fouled out. with the score. 70-59. 

<;ro*a vs. Arizin 

The feature of the game was the 
duel between Groza and Villanova s 
S-3 center. Paul Arizin, for high- 
: oi ,i lii m i Both finished Willi 
30 | ion it s Alpine Al had 12 ;oals 
and six charity tosses; while the 
black-haired Villanova star collected 



4- 

I buckets and eight free throws. 
Both centers played the second 
.alf with four fouls against ihem. 
iiizin had three fouls on him *ith 
mie minutes gone: four after only 
3 minutes had elapsed. Jle played 
i fine second half, despite this fact, 
coring la of VC's 35 points. 

For the entire contest. Arizin, who . 
.cored 85 points in one rame this 
j-ason, hit for 11 out if 19 

The Main Liners from Philadel- 
Mi started off like a house afire 
1 hey jumped to a 5-3 lead, then J- 
i. i3-10. and 15-13 before the Cats, 
ed by Line, overtook the .stubborn 
enn. vlvanians midway in the lirst 
half. UK then assumed a 24-19 mar- 
in. then it went to 35-30. and fi- 
■aily 48-37 at hall t line 
In the second half, the Lexington ' 
uynxes maintained a 10-to-16 point 
end over the white uniformed ^il- 
.anova Cats and some of the spec- 
.ators began to leave the Gardens 
■Ml the score C4-48. UK. and 11 
minutes of playing time left. 

The Big Blue resumed their rec- 
urd-setling ways once again. In the 
;ame with Villanova they broke 
I the previous high scoring mark for 
one game with 85 points; the 157 
points by booth breeds ol Wildcats 
i was also a new high; and the :!3 
fouls UK made established the third 
new mark Groza and Arizin missed 
by one point tying the individual 
■■coring total for one rame. *hich 
is now held by George Glamack < 31 1. 
The ocoiing oUiiimarv: 



Kentucky 
Jones (4» 
Line 1 21 > 
Groza 1 30 1 
Beard < 3 > 
Barker < 18> 



85i 



P 
F 
C 
G 
G 



1 72 1 Villanova 
< 14l Ricca 
<6i Raiken 
1 30 1 Arizin 

■ 2 1 Wolf, 
i7i Hannan 



Subs: Hirsch 2. Barnstable a, and 
Day 2. Villanova: Del Purgatorio 4, 
Weghcki 5. Dolan 2. Crossin 1 and 
Gecker. Officials: McDonald and 
Gentile. 




Wildcats To Defend 



nibber-irame or the series 



I 

be the 
so far. 

The Aggies won the nation's de- 
fensive crown again this year, limit- 
ing 27 opponents to slightly more 
than 33 points a game. Kentucky 
is the only major team in the na- 
tion listed among the top ten of- 
fensively and defensively. 

The Aggies played 11 games this 
year against teams also played by 
Kentucky. Against these team? 
Kentucky has a 10-1 record, ami 
A. AM. a 9-2 



COMPARATIVE SCORES 
Kentucky Okla A. A M. 

76-39 Arkansas 53-28 

Arkansas 50-45 

5(5-40 Alabama 44-31 

74-32 Alabama 

67-30 Depaul 32-39 

56-45 Depaul 37-26 

62-52 Bradley 64-3U 

Bradley 31-35 

40-42 St. Louis 

St. Louis 

81-27 Tulsa 

Tulsa 




-INTRAMURALS 



Add 




-to 
spring- 

Vacations 



You .idr! hour* nt both ends of 
Vacation when you go by train. 
Ki l n in a comfort a lib- coach 
P'-al , or sleep the miles away in 
your ImtIIi while you speed 
homeward. Returning, leave 
later . . . with confidence that 
you won't muw a {'lam. 

Come hack after vacation on 
n "College Special" . . . then 
return home at the end of the 
college year. Knjoy stopover 
privileges permitted by 10-day 
transit limit in both < 
if you wish. 



play will con- 
tinue until Tuesday. March 29. when 
elimination will begin in each of 
the three divisions. Three winners 
from each of the divisions will be 
named after the single eliminations. 

The deadline for entry of teams 
for softball competition will be April 
1. Play will begin April 5. The same 
deadine will prevail for tennis and 
golf entries. Play in "both tennis 
and golf will also start April 6. 

Play in badminton started Thurs- 
day. Names were listed by the hour 
on the IM board. There were 171 

tries. 

Current leaders in the bowling 
tourney are as follows: Division One 
1 9-1 > in first place, with 
igs .7-31 lied 
Two — Phi 
1 7-1. first. Phi Delts and Pi 
.5-3» in 

(7-U 

ln-sl and Poduncks (5-3 1 



Sigmo Nu's Elect Nichols 



Fred Nichols has been renamed 
president of Sigma Nu. 

Other officers named are Charles 
Pritchett, vice president; Bob 
Brumtield. secretary; Paul Dilling- 
ham, treasurer; Hobart E. Payne, 
house manager; Frank Atkins, rush 
chairman; Gil Siria, social chair- 
man; Tom Spain, publicity chair- 
man; and Ralph Hammerle. pledge - 



Counrsy L.Alnpion Herald-Under and Associated Pres 

ALEXANDER THE GREAT TOPS THEM ALL Alex Groza 1151. 
Kentucky's All-America Center, oat-leaps everyone under the basket 
to pull down a rebound in a crucial moment during the Villanova 
game .Monday night. The Wildcats won 85-72 in the opening game 
of the Eastern NCAA play-offs in Madison Square Garden. Ken- 
tucky's sout'.paw sharp-shooter. Jim i.-.ic U5>. looks on. The Villa- 
nova prayer is Center Paul Arizin ill), who tie 
honors with 30 points. 



Here's how the Aggies 
right to meet Kentucky: 

Paced by Forward Jack Shelton's 
three basket-s in the last two min- 
utes of play, the last with three sec- 
onds to go. the Aggies squeezed out 
a 40-39 verdict over Wyoming in 
Kansas City last Friday night, to 
advance to the Western duals. 
Shelton finished the game with 16 
Wyoming connected on 48 
of its shots, compared to 
less than 30 percent for A. & M. 

The following night, they scored 
one of the mast decisive victories 
in Western play-off history, belting 
a supposedly strong Oregon State 
five, 55-30. They mastered the Pa- 
cific Coast champs from start to 
finish. 

Bob" Harris turned in one of his 
best performances of the season, 
controlling rebounds off both boards 
and. connecting for 23 points. Shel- 
ton added 13 more. 

A. & M. improved greatly over its 
showing against Wyoming the night 
before, hitting 47 percent of its field 
goal attempts. 17 out of 38. and 
missing only three of 19 free throw 
| attempts. 

advanced to the NCAA 

by 
72. and 



Eight Kentucky Whizz Cats 
Leave For Purdue Relays 




Try Kernel Want-Ads 



'SUBTRACT 



1* 



from 
rail tra/el costs 

See your home town ticket 
agent., bout "College Specials." 
They give you the advantage 
of available reduced round-trip 
fare* . . . with a return time 
limit long enough to cover the 
whole spring term. 

Your railroad ticket agent 
at home will have these special 
tickets for teachers anil stu- 
dents. He'll he glad to help you 
with your travel plans. 

For a Time and 
Money-Saving Trip 

Goby train 




AMERICAN 
RAILROADS 




QUINTS Deluxe 



■ WtlGHT 

ONIY 
Ift OvNCtS 
• 

ALUMINUM 
SCREW 



'150 

NO BREAK IMC IN 
NO IITE 

NO BITTER TASTE 



mum mih 



Faihioned by Linkn 



Eight trackmen are scheduled to- 
leave this morning at 10 am. with 
Coach Don Seaton to participate in 
the Purdue Relays Saturday. Coach 
Seaton said two cars will make .he 
trip to West Lalavetle. Ind. 

Preliminaries "jr the hurdle 
events will be held Saturday after- 
noon while the rest of the events 
for the Wildcats will be held Sat- 
urdav evening in the Purdue Field- 
house. 

However, the Wildcats will suffer 
a terrific blow if Captain Tony 
Dallas is unable to make ihe trip. 
He suffered a leg muscle injury 
Tuesday at practice and it is Joubt- 
ful whether or not he will make the 
trip. Dallas was expected to lead 
thr> way in the hurdle events along 
with Guy Weeks and James War- 

The medley relay team topped a 
handicap relay team in practice 
Tuesday night in one of (.heir linal 
drills for relays. The team of George 
Kirehner, James Carr. Bob Frai- 
nuin. and kn hard Griflith won 
handily, but the time was slow, 
mainly because of bad weather and 
poor condition of the track. 

The handicap team was < omposed 
ol Martin. Nachand. McCrystal. and 
Graves. 

Coach Seaton added that three of 
the men expected to ;arry the bur- 
den in the shot put and discus 
events reported for the team this 
week. They are Paul Gusten. Frank 
Siiiotherman. and Jack Hichter. 
However, none of these three will 
make the trip to Purdue. Several 
more candidates also re|xirted for 
the icam. 



PAST NCAA WINNERS 

1948 — KENTUCKY / 

1947— Holy Cross 

1946— Oklahoma A Ac M 

1945— Oklahoma A As M 

1944— Utah 

1943— Wyoming 

1942— Stanford 

1941 — Wisconsin 
1940— Indiana 
1939— Oregon 

NCAA MOST VAU ABIT. 
PLAYER AWARD 

1948 — ALEX GROZA. KENTUCKY 

1947— Georfge Kaftan. Holy Cross 

1946— Bob Kurland. Okla A & M 

1945- Bob Kurland. Okla A ft M 

1944— Arnold Ferrin. Utah 

1943— Kenny Sailors. Wyoming 

1942- Howard Dallmar. Stanford 
1941 



of the 

is 6-7 pivotman Bob Harris. The 
senior defensive great is just that, 
according to Aggie followers-great. 
He is a rebounding terror 
either basket and pounces on 
balls like a cat on a mouse 

Four times in the last two years 
Harris has stuck to Ed Macauley 
like a suntan. which may help ex- 
plain why the Aggies have regis- 
tered four consecutive victories over 
the Bills. 

Despite the Aggies' meager offen- 
sive average of a game. Harris has 
a scoring average of belter than 
10 poults a game. 

The tall Aggie team sticks to its 
slow break consistently. They work 
the ball around slowly, careful not 
to throw it away by speedy passing. 

15 feet of the basket. Unless there 
is a 50-50 chance of conecting. they 




For Billiard 



What makes the Aggies doubly- 
deadly is the fact that they are 
tall anough to control rebounds in 
most of their games. Within a doz- 
en feet of the basket, they are dead 
shots. They seldom take more than 
50 shots a game, and usually aver- 
age between 35 and 40 la-rceni 
shooting a vera ie 



Students may now register lor the 
Student Union Board Bank Billiard 
Tournament in room 122 of the SUB 
An entrance fee of 25 cents will be 
charged. 

Times and pairings for the elim- 
mation tournament will be posted 
in the Game Room of the SUB 
April 5. 

A trophy will be awarded to the 
winner. 



Charles Jacques Surreal is lound- 
er of the French school ol 
tie painting. 



WANT TO EARN 
$9000 A YEAR? 



SAVE 

ON YOUR 
LAUNDRY - DRY CLEANING 



Drive in Service 



* » • 



15% 



Dc Boor 



LAUNDRY 



CLEANING 



Then here's vour chance to 
Miter a business offering an 
opportunity for unlimited 
earnings . . . plus t be sat inflic- 
tion of rendering a worthwhile 
community service. Many of 
our represent*! ives earn $4 ,IMM1 
to $9,001) a year, ami more! 

To find out more about the 
opportunities offered to you in 
a life insurance selling career, 
•end f.>r our free booklet. If 
you appear to have the quali- 
fications for success, mir man- 
ager in or near your commonit v 
will explain our excellent on- 
the job training course and 
the famous Mutual Lifetime 
Compensation Plan, which 
provides liberal vommisrtiona.' 
service fees and a suhatantial 
retirement income at !>.*>. 

THI MUTUAL LIFE 



MIST ■ I t ! 



urtker ahead ill tn 



in beauty 



new 



lark 



cr 



'51' 



than ever. . . 



in precision 



NfW . . Ffrrrvni i rn tf» . . . visiai f is.k 
sumv. n m.i »ss r»i *t-avoi* piaimis- 

II M TlPPfll HHN1 »r»<VMir*l< K.s* 

'...•< 



YOU'VE never owned such I pen! It's 
the famous Parker "51" made nvw and 
different in 14 important ways. , 

The new Foto-fill filler, for example, 
makes filling the New "51" extra fast and 
easy. You know it's filled— you can see the 
ink supply ... a bigger, longer-lasting sup- 
ply. You'll never have to MR) about this 
pen going dry in the middle ol an exam! 

What's more, the New "51" has 
metric control." It's safeguarded 
leaking evtfn at jet plane altitudes. 

And that's only the beginning. There'* 
lots more for you to see and try in the New 
"51". Stop in at your Parker dealer's today 
and ask him to show it lo you. The P it kcr 
Pen C ompany, Janesville, Wisconsin, 
U. S. A., and Toronto, Canada. 




7 



Choose Your r Parker 51 s Pen 



> 
-< 



3 DAY 

WATCH REPAIR 

• GRUEN 

• BENRUS 

• ELGIN 

• LONGINE 



JAYS 



3 DAY 

ELECTRIC RAZOR 
REPAIR 



-< 



Crystals Fitted 
Hi Dome — Regular 



I DAY 

PEN REPAIR 
SERVICE 



I 



> 



• SHICK 

Heads Removed 
Cleaned & Diled 

7 DAY 

LIGHTER REPAIR 
SERVICE 

• RONSON 

• EVANS 



■ 
■ 

i 



» ■ 

3* 



• WATERMAN 



5 » 

■ ■ 

: \ 

■ TO 



Ho vo Your T repines 




Jewelry and Pen Shop 



116 1 i S. Lime — Phoenix Bldg. 



On Your Woy To Town From U K 



.i oopy avaiiaoie 

- 



IME KENTUCKY KLkNEL 




OKLAHOMA A. & M. 

itl-t) 

53 Arkansas tt 

43 SI. Joseph's M 

46 Long Island l T 38 

56 Baylor • 

50 Arkansas *5 

47 Texas Tech H 

44 Alabama M 

39 Baylor ** 

32 Dcpaul » 

43 Drake *• 

64 Bradlry 3* 

29 St. Louis *? 

37 licoaul 26 

69 Tulsa 31 

55 l.on R Island 33 

43 Drake 35 

44 Marjvil'e I>a« hers 28 

41 Oklahoma 0 54 

58 Tulsa 35 

■ Wichita 37 

46 Okl.ilu.nia V (.... 36 

40 St. Louis 37 

31 Braillcv 35 

K» Wichita 36 

.52 Nebraska . 35 

40 Wyoming 39 

55 Orrgan Slate 30 



Courtesy Lrxlnglon H>rald-Le«a>r and Associated Press 
GRO/*, GOES I OR A TtlDK. Kollonins Kentucky's 76-47 conquest of Illinois in the tast-rn NCAA 
finals, the Wildcat, let oh steam by hoisting their high-point man. All-America t enter Alex (iroza. to 
their ■.honii; \i- \ - , r rd 17 points Shown ilefl to righti are Roger Day. Cliff Barker. Dale Barn- 
stable. Johnny Slouch. ,\l Bruno. Graft, Jim lane. Halt Hirsch, Ralph Beard. Coach Kupp and Manager 
flumsey Vcvsin. Wallace Jones was blocked from vi w by Gtw and Line 

Cats Rebound To Win 
Eastern NCAA Meet 

Groza, Line, Barker Lead Wildcats 
In Whipping Villanova And Illinois 



IR Cub Hears Talk 
By Dr. S. G. Inman 

Dr. Samuel Guy Inman, author- 
ity on Latin American relations, ad- 
I dressed ;. meeting of the Interna- 
tional Relations Club at the SUB 
Tuesday. 

Dr. Inman compared the North 
Atlantic Pact with the Rio Pact, 
and said that the new treaty com- 
mits tilts country to the greatest 
armaments race the world has ev- 
er known. 

The group plans a luncheon 
ing for April 5. 




Paintings By Amyx 
Exhibited In Louisville 

Paintiny.. and lithographs by Clif- 
fort Amyx. assistant proiessor ol 
art. will be shown at the 
Auditorium in Louisville 
\pril. .i! an exhibition sponsored 
V the Crit Club, a croup of Lot. 
i-sville artists and teachers. 

Prof Amyxs works. »lilch were 
recently displayed at the E.ansvir.e 
Public Museum. EvansvWe. Ind. 
include Ballad Sinter." San Fran- 
cisco," and Jacob and the Angel.' 

The Seagram Company has pur- 
chased Prof Amyxs oil. Lands- 
rape with Araclas," for its collec- 
tion of works by Kentucky artists 



Chemistry 
Initiates Thirteen 

Alpha Chi aigm". national pro- 
fcssional ehendslrv rnrtei :il in- 
itiated 13 men Martii 13 in a * 
Hall. 

nltiatad «T- ii ■> 

of the chemis'. i I.. »:•*- 
ert Habermehl Jr.. Alan 0 Veith 
Ova C. Bradley. Thomas R. Bex- 
ley, Francis L. Stand us. Pa,i, I . 
Sears. Robert N. Price. R >ber' L. 
McNeer. R W Kibler. William 
Snead. Luther B. Caldwell, and Wil- 
liam E. ST.-eeney. 

Try Kernel Want-Ads 



\ fountain service 
almost always of 

HUTCHINSON'S 
373 E. Main 

•.II 2 «p 

3 a.m. on Saturdays 




LOOSE BALL CREATES EXCITEMENT. 
Barker, behind Dwight Eddleman («•), knoc 
Ostcrkorn's hand just as the IUini Center i 
shot under the basket. Wallace Jones 1 27 1 is 
dive for the 



Guard Cliff 
from Wally 
he air for a 
to 



By Tom Diskin 

New York — The Kent.i- Cat 
turilfed in then i>c.,t Madison Square 
Oarden performance of the sea.son 
hut Tuesday lughl in the NCAA 
Eastern Division finals as they 
soundly trounced Illinois. 76-47. 

Some 15.126 people saw the Bis 
Blue, an 8-point favorite, turn on 
the heat and inflict th< worst de- 
for tin Illini ol the 1948-49 



the NCAA meet, held the much 
publicised Dike Eddleman. Illini 
guard, to just six i»int.s, those be- 
ing three long fielders in the 



Scoring : 
KENTUCKY <76> 

Jones (9) F 

Line (15) F 

Groza <27i G 

Beard (9i G 

Barker (8) G 



(47J ILLINOIS 

. . 1 9 > Kcrsulis 
(5) Osterkorn 
... <7i Green 
.(6* Eddleman 
. (5) Erickson 



Honorory To Conduct 
Pledging Ceremony 

Pi Tau Sigma, mechanical en- 
gineering fraternity, will conduct a 
pledging ceremony at the mechan- 
ical engineering assembly Thursday. 

The ceremony will be held in 
Memorial Hall at 10 a.m. All new 
pledges to the fraternity will be an- 
nounced at that time. 

Initiation has been scheduled for 
April 7. 



Franklin Pierce, while president General "Stonewall" Jackson, ot 

of the United States, designed and Civil War fame, was so named be- 

built the famous Pierce -Arrow auto- cause during one battle he was dis- 

mobile with the capable assistance covered hiding beneath a stone 
ol Martin 




CHRYSLER 
-U- 
DRIVE-IT CO. 



148 E. Short 



Phone 8552 



WHAT? Show and dance 
NfVHEN? Friday nio,hr, 



2j 



WHO FOR? 
WHAT TIME? Dancing 8:30 Show 9:00 
MUSIC BY? Bill Jones and his orches M 



Veterans of Foreign Wars 

The Henry A. Lucos Post 1885 

226' , Ease Main 



Beard also turned m a nice 
lensive game, holding the Collier's Foley 3 
All-Ainerican. Bill Eric!:son. to just derson. 
two goals and one free throw. Officials Be 

The Illini scoring was well scat 



Substitutions: Barnstable 2. Hirsch 
6. Illinois— Sundcrlage 2, Marks 2, 
Beach 2, Coltell, and An- 



ch 



Gentile. 



clipping thr Big Nine tered Walt Kersulis led with nine: 
or ■ 29-poinl margin Green had seven; Boy Gatcwood 
Winning this game c.iutled the and Eddleman six each, and Ostcr- 
Bupimien to meet thr Western Di- korn and Erickson five each, 
vttfou survivor, the Oklahoma Ab- The losers jumped to a 2-0 lead 
fle«. at Seattle tomorrow night for 
the NCAA championship. 

AJcx Groza tinned in another 
good game for UK. s'-oring 27 points 
while holding Wally Osterkorn and 
Fred Green to five, and seven point., 
respectively 

Jim Line continued his outstand- 
ing play and finished with 15 points. 
10 of which came in the first hall. 

Ralph Beard and Wah Jones 
flipped in nine e..c)\ while Cliff 
Barker followed with eight. The lat- 
ter. Who played two fine games in 



a:; Green hit a one-hander. but UK 
soon overtook them and led the 
rest of the way as the count went 
from 5-3, 18-10. 30-15, and 39-12 at 
the halfway mark. 

In the final half. UK pushed it 
to 43-2$, 44-28. 63-39, and G7-43. 
with two and one-half minutes re- 
maining. 




CASEY'S 
BARBER 
SHOP 



. . . Hair Cuti 
The Woy You 
Like Them! 

• Across from Good Samontan 



Cat Defensive Record 
Smashed uy Villanova 

has been so busy count- 



the records Kentucky bas- 
kett|5& have been selling this year, 
Uiat everyone nscilookcd a record 
that another team scL — agauist 
Kentucky. 

Villanova scored more points 
against Kentucky than any other 
learn in history, Monday night when 
they scored 72 points in a k> ing 
battle. Kentucky won. 85-72. 

The previous record of 56. set by 
Michigan Si: n- m winning. CC-50 
in 1*45. fell exactly one week earlier 
when I ■vol , . rm i.t -.,<;. 
in the opcnuig round of the NIT. 

All told, only . half-dozen teams 
have ever broken the fin-point mark 
agauxs: Hi « ky. The Cats won 
two el tin kx games. 



Taxicabs! Phone 8200 

LEXINGTON YELLOW CAB CO. 



A former appi 
onctle carver. 1J 
the ftrM petfoin 
and Judy .show 

30. 1817. 



nice to a inari- 
y Madison gave 
lice ol a Punch 
New Zion, Ind., 



FLOWERS 
for 

EASTER 




WAGONER'S 
FLOWER 
SHOP 



• Across 



4979X 



AN 




You Can Send Us YouY 
Vcry BEST CLOTHES! 



On* customers, scrnl u'. their KST juits 
and drcsse, with confidcocc. I hey know 
they con depend on our FINE QUALITY 
DRY CLEANING! 



BECKER 

Loundcrcrs — Cleaners 
• Main Plant— Lime At Euclid 




COLLEGE STUDENTS SMOKE 
CHESTERFIELDS THAN ANY OTHER CIGARETTE 



IV LATEST NATIONAL SUNVEY 



